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KEWANEE 


Steel Boilers 





We buy “oversize” 
tires for our cars because 
we have found they give 
us greater mileage per 
tire dollar. And the same 
principle applies to boilers. 


An amply large, conservatively- 
rated Kewanee will produce every 


ounce of heat guaranteed by its rated 
capacity without being “‘pushed.”’ 
And the more a boiler is “pushed” 


the less heat you get from each 
pound of fuel. 


So it’s really no economy at all for 
an owner to use an undersized boiler. 


KEWANEE BOILER COMPANY KEWANEE, ILLINOIS 











Atl G ati, Oh BRANCHES New Orleans, L San Francisco, Cal. 
Birmin gham, Ala. Cl land, O Philadelph a, P Seattle, Wash. 
Boston, Mass. a . Tex. El Paso, Texas Los Angeles, Calif. Pittsburgh, Pa. Spokane, Wash. 
Charlotte, N. C. Denver, Colo. Gr ae Rapids, Mich. Memphis, Tenn. St. Louis, Mo. ——- y 
Chattanooga, Tenn. Des Moines, Iowa Indianapolis, Ind. Milwaukee, Wis Salt Lake City, Utah Toronto, , Can 
Chicago, IIl. Detroit, Mich. Kansas Ci ity, Mo. Minneapolis, Min nn. San Antonio, Texas New Yo rk oti ity, N. <, 


STEEL HEATING BOILERS, RADIATORS, WATER HEATERS, TANKS AND WATER HEATING GARBAGE BURNERS 
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March 26, 1917, the first National Guard 
units were called out by the President for war 
service. The boys were ready and anxious to 
get into service. 





Any day the national guard of the health 
of the United States may be called out for 
service. The VQGEL Plumber will always be 
ready to answer such a call. Will you? 


4 
VQGEL frost Proof closets and hydrants 
are ever in waiting for any kind of a call, at . 
any time, under any weather conditions. 
4 : 
§ 
; Be ready when the call comes. Have 
VQGEL products on hand for any emergency. 
Ask your jobber about the VQGEL line. Be 
prepared for the call. 
; 





Jos. A. Vogel Co. 


Wilmington, Del. St. Louis, Mo. 





I 
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Wolverine Unit Laundry Faucets 


FE are manufacturers of the original Double Laundry Faucet. It has fought 


for and holds its supremacy against innumerable imitations. 
Economy in installation—Service to the user—Prestige to the Master Plumber 
are outstanding features embodied in this dependable Wolverine Faucet. 
Everyone tested and tagged with our guarantee label. Their quality is a 
nationally recognized standard. 


We Sell the Retail Plumbing Trade Exclusively 


cow 


WOLVERINE BRASS WORKS 


Manufacturers 
GRAS D RAPIDS ,., MICHIGAN 





Sanitary 
Brass 
Goods 
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“AVON’”’ SEMI-VITREOUS 
PORCELAIN WARE 


Plate 78E — Junior 
























Especially Adapted for Schools — 
No Boy too Small to Use This Stall 


The first cost of these two Duplex stalls is 30 to 50%, less 
than a two-piece battery of 18 inch or 24 inch old style 
regulation stall urinals. 
Sanitary conditions 
are improved to the 
state of absolute per- 
fection through the 
elimination of unsight- 
ly, troublesome and 
unsanitary joints. 

The inlet spreader is 
made of earthenware, 
integral with the top 
of the stall, and flushes 
thoroughly every part 
of the surface to be 
flushed. 












Sold through 
jobbers 
| of 

Plate 79E plumbing 

—Senior supplies. | 
We recommend ) 
sal (Floto TE) Write us 
for ell classes of for ) 
mere descriptive 
installed circular. 

















Wheeling Sanitary Mf¢. Co. 
Wheeling t=: West Virginia 


VITREOUS CHINA—Closet Bowls end Flush tanks of all kinds. 
SEMI-VITREOUS PORCELAIN— 
Baths, Sinks, Lavatories, Drinking Fountains, Urinal Stalls. etc 
ENAMELED IRON—Baths on feet and on base. 
LAVATORIES AND SINKS 


BRANCH OFFICE AND SHOW ROOM: 
315 WRIGLEY BUILDING, CHICAGO, ILLINOI: 


Williams & Devitt Warehouses, — a: N. J., 
146thSt. and Exterior St., N. Y. City 


a J. HICKEY, ened 
fice: 49 Federal Street, Boston, Mass. 


a\'< Ins Disestbond Warehouse: 240 Albany St., Cambridge, Mass 
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Marquette High School, Milwaukee, Wis. Herbst & Kuenzli, Milwaukee, Wis., cArchitects 


ees mes ~ 


Paul E. Mueller Company, Milwaukee, Wis., Contractors 





Onward, Upward 


Open view of UNIVENT illustrating 


A.— Copper radiator without a single joint, ab- 





solutely leak-proof. 


B.- Air filter easily removable for cleaning. 
C. - Cone type fan specially insulated for quiet 


operation. 





VEN TILATION 


Hand in hand with the Architect, the modern Heating and 
Ventilation Engineer strives ever toward the goal of perfection. 


While he worked with the materials of yesterday, he has in 
spired the finer achievements of today. 

His recognition of those who work in sympathy with his ideals 
of perfection has put certain products further along the road 
to perfection. 


Thus the Architect and the Heating Engineer have inspired the 
present perfection of the Univent. And these leaders have, in 
turn, found that their ideals of sanitation and ventilation are ad- 
vanced by this product which they have fostered and recognized 


By the use of the Univent and the recognition of its leadership, 
these men are doing untold good for future generations in schools 
—the boys and girls of today —the men and women of tomor- 
row. By the incorporation of Univent Ventilation in other types 
of buildings, both old and new, the Heating and Ventilating 
Engineer is winning new distinction for his service and new 
satisfaction from his clients. 

“Univent Ventilation’—Architects’ and Engineers’ Edition — 
will gladly be sent you upon request. 


Manufactured only by 


_ THE HERMAN NELSON CORPORATION Moline, II] 





BELFAST, ME. 
BOSTON 

NEW HAVEN 
NEW YORK CITY 
SYRACUSE 


PHILADELPHIA 
SCRANTON 
PITTSBURG 
GRAND RAPIDS 
DETROIT 


Sales ad Seotiee 


EMPORIA SPOKANE 
CLEVELAND DES MOINES OMAHA PORTLAND 
COLUMBUS MILWAUKEE KANSAS CITY SEATTLE 
TOLEDO MINNEAPOLIS DENVER VANCOUVER 
INDIANAPOLIS ST. LOUIS SALT LAKE CITY TORONTO 


CHICAGO 
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GUARANTEED 
RADIATION LOADS 


No GUESSWORK 
WITH 


INTERNATIONAL 








NUARANTEED Radiation Loads for International Economy 
Boilers are the result of research tests and the adoption of a 


policy which eliminates guess work in the selection of the proper boiler 
for any particular heating job. 


The guarantee under which Economy Boilers are rated reads: 





“We guarantee International Economy steam and water boilers to 
maintain 2 pounds steam pressure, or 180° temperature at the boiler, on the 
guaranteed amount of direct cast iron radiation shown for each size. Additional 
loads such as domestic hot water supply, direct-indirect and indirect radiators, 
blast coils, or rooms to be maintained below 70° temperature, must be reduced to 
and included in equivalent square feet of direct cast iron radiation. 

“This guarantee is based on fuel of at least 11,500 B.t.u. and a chimney pro- 
viding sufficient draft to properly burn the fuel.” 











Economy Smokeless Boilers conform to the requirements of the most rigid 
smoke ordinances. The efficiency with which they consume objectionable smoke 
is largely due to the principle of carrying the auxiliary air over the entire fuel bed. 

\ valuable structural feature is their ability to deliver 989 dry steam with- 
out the customary pipe header. 


Send for catalog 1746-D 
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INTERNATIONAL | 
HEATER  vica,n.y. COMPANY 


NEW YORK CHICAGO CLEVELAND DETROIT NASHUA, N. H. 
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Faith 
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The 1&@ M Plant—built on a 
foundation of fair dealing 


ESTABLISHED 1889 


c 





We are proud of the faith the American plumber 


has displayed in the I. & M. line for nearly four 


decades. Their faith in our products inspires faith on 


our part. 


in the plumbers who depend upon it. 


We, too, have faith in the I. & M. line and 


And upon a 


background of such faith successes are built. 


The IRELAND & MATTHEWS 


1501 Beard Ave. 


MFG. CO. 


Representatives 


R. C. WILSON, 
5 East 42nd Street, 
New York City. 


R. C. WILSON, 
261 Franklin Street, 
Boston, Mass. 


R.C. WILSON, 
121 North Broad St., 
Philadelphia, Pa. 


WM. P. HORN CO., 
Rialto Building, 
San Francisco, Calif. 


WM. P. HORN CO.,, 
L. C. Smith Bldg., 
Seattle, Wash. 


WM. P. HORN CO., 
Wilcox Building, 
Los Angeles, Calif 


Detroit, Mich. 


P. C. ABBOTT CO.,, 
Travelers Building, 
Richmond, Va 


R. E. CRAMSIE, 
203 Reliance Building, 
Kansas City, Mo. 








The]. @ M. Bead used 
on all tube traps, One 
piece of metal—abso- 
lutely leak-proof— 
rubber washer cannot 
get out of place. 











No. 12, I. & M.1% inch 
Bent Tube Adjustable 
Swivel Trap with Ex- 
truded Nuts. 
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Low labor costs mean more profits 


HEN your boys are 
forced to wrestle with 
fittin’s that stubbornly refuse 
to catch a thread quick you 
lose alot of labor time that costs 
you hard dollars and cents. 


Square “Gee” fittin’s go over 
big with the boys on the job 
because Square “Gees” come 
easy and fit tight. Cussing and 


ENGINEERING 


fuming pass out of the picture. 
And Square “Gees” get the 
hearty okey of the boss because 
they help the boys to do more 
work, lower labor costs, prevent 
complaints and build profits. 


Give your jobber’s salesman 
the password to quality on 


his next trip ‘round. Say 
Square “Gee.” 


THE GRABLER MANUFACTURING COMPANY, Cleveland, Ohio 


*\ 
A | 
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“SEE” 
PipeF IT TINGS 


SQUARE 
Malleable Iron 
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What Do Your Books Show? 


Thursday — and April is here. Three months of 1926 
have passed by. A quarter of the year is gone. Do your 
books show that you are gaining ground or do they show 
a loss? 


But what of the three quarters of the year that are left. 
Are you going to increase your profits? There is a way 
for you to do it. 


Hundreds of people in every community need a better 
hot water supply system; but they think they can’t afford 
it. Get their order and increase your profits by selling 





It will supply them with hot water and plenty of it day 
and night, the year round. And the cost of fuel will only 
be one-fourth as much as for a gas water heater. (This 
statement is unprejudiced —- we make and sell both kinds.) 


Then, continue to increase your profits by selling the 
bathroom and kitchen equipment. Let the Novelty Coal 
Tank Heater be your leader. It will please your customer 
— and satisfied customers will come to you for their other 
needs. In addition, the Novelty is guaranteed to 125 
pound working pressure which makes it seldom necessary 
to install a relief valve or pressure reducing valve on the job. 


To help you increase your profits, we will furnish free 
of charge, booklets and blotters imprinted with your name 
and address, movie slides, newspaper cuts, and, if you desire 
them, we will write advertisements and sales letters for you. 


Every prominent merchant has a leader. Let the Novelty 
Coal Tank Heater be your’s. Write to Department D-3 
at the nearest office. 


1347 ABRAM COX COMPANY 1926 


Formerly Abram Cox Stove Company 


PHILADELPHIA NEW YORK CHICAGO 
American & Dauphin Sts. 51 E. 42nd St. 736 W. Monroe St. 
Cor. Vanderbiit Ave. 
For 79 years makers of Novelty Hot-Water, Steam and Vapor Boilers, 
Coal Tank Heaters, Warm Air Pipe and Pipeiess Furnaces, Coal and 
Combination Ranges and Fortune Gas Ranges and Gas Water Heaters. 














No. 10A 


TANK HEATER 
$12.50 


PLAIN WATER SECTION 


$14.50 


NON-RUST WATER SECTION 
To the Trade 


40 gallons capacity. Only a bucket 
of coal a day. Brick-lined fire-pot 
prevents heat loss and holds a fire 
from 12 to 15 hours. 


Can be bought from the nearest 


office or your jobber. There is a 
proper size Novelty for every need. 


poccce- oo 


Abram Cox Company, 
DEPT. D3 

Phila., New York 

and Chicago 


Gentlemen: 


We are interested in knowing how 
Novelty Dealer-helps will attract new 
customers to us for Novelty Tank 
Heaters and for bathroom equipment. 
Please send us information in regard 
to them. 


Name 
Street 
City 


State 





























































EATING contrac- 
tors, engineers and 
jobbers everywhere are 
learning that it’s good 
business to feature Con- 
tinental Boilers and Radi- 
ators exclusively because 
they are 


distinctive in design 
profitable to sell 
— reliable in performance 


— adapted to every require- 
ment 


— backed by a broad and fair 
company policy. 

These are a few of the 

reasons why you'll enjoy 

doing business with Con- 

tinental. 


@ntinental Heater Grporation 


Home Office and Factory 
Dunkirk, N. ¥. U.S.A. 


On Lake Erie 











Continental Boilers and 
Radiators are made in these 
two huge plants. Modern 
factory equipment and the 
service of four railroads 
assure prompt deliveries. 











5 Continental 


BOILERS AND RADIATORS 













X-Ray View of the 
Continental Low 
Water Line 
Continental Radiators are 
made in 1, 2, 3, 4 and 5 

columns. 

All Standard Heights. 
Heavy Malleable Push 
Nipple Construction. 
Wall Radiators. 


Screw Nipple Construc- 











~ 





X-Ray View of Con- 
tento. Showing Long 
Fire Travel of Conten 
to. Burns Both Coal 
and Oil. 
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THE N¥E: TOOL, w MACHINE, WORKS, 
MANUFACTURERS OF HIGH GRADE PIPE TOOLS 


4120-30 FULLERTON AVENVE 


CHICAGO, ILL. 


March 27, 1926 


To the Plumbers and Steamfitters 
of the U. S. A. 





HARRY G. NYE © 
Fellow Citizens: 


Spring is almost here, and winter is almost gone, and also our coal, 
and our overcoat, and our winter's wages. So let us rejoice and be 
glad. 


For this is the time of year when Mother Nature's plumbing gets all 
out of order -- when rivers burst their banks, and sometimes their 


hotels, and other corporations not for profit. 


The Ohio will likely spring a leak, and the Mississippi a lake, and 
the country will be as wet as a lot of people would like to see it. 


Folks who never thought they would be able to afford a houseboat will 
have one, and many a man will change his voting precinct without ever 
leaving home. 


I used to know a fellow down the river who never got a chance to vote 
for eleven years, because his farm was never in one state long enough 
for him to establish a legal residence. 


Cellars will be full, which sounds good, but it will be water. Mud 
will be spattered and scattered around like the day before election. . 


Of course there will be a lot of fellows who will say "Pooh, pooh!" 
just as they did in Noah's time. And where are the pooh-poohers now? 


So let us rejoice and be glad. For many people will call the plumber, 
and as long as we don't hear what they call us, we should worry. 


It is a time for us plumbers to pep up and let the public know we are 
in business. There's work ahead for the fellow who uses his. It 
might be well to check up and see how the shop's fixed for tools. 

The Nye kind. 


Hoping you have as big a spring as a dollar watch, 


HGN Yours as usual, 


a 
' ele? 


H G. N Wo wiew 


ss Hum 4 zz Vig. - 








The tools you swear BY and never AT. 
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The Home of 
HUDSON 











BRASS PLUMBING 
PRODUCTS 


Here is your source of supply for 
Brass Goods with a reputation— 
the kind that are safe to recommend, 
easy to install and can be relied 
upon to give complete satisfaction 
to your customers. 











The HUDSON Line is the logical choice of hundreds of master 
plumbers throughout the country. It comprises one of the 
largest varieties of Showers, Bathroom Fixtures and Brass 
Plumbing Specialties ever made by a single manufacturer. You 
can profitably standardize on HUDSON Brass Goods for 1926. 
Write for Catalog No. 21, then 


Order{From Your Jobber. 


HUDSON BRASS WORKS, Inc. 
Brooklyn, N. Y. 


16-20 Nassau St. 














No. 225 Hudson Exposed |" N. P. 
Mixing Valve, N. P. Dial Plate, cast 
brass handle with indicator, union 
elbow connection. (8!0” C. to C. 
Can also be furnished with china 
dial plate and handle. 

















ESLARS ELLIO) 











Premmeratyttetett tire 
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being fed to the buzz saw, when the heroine 


to save him 
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Beliveen Ourselves. 


The man who is so busy that he does not have time to read his trade paper is like 
the man who was so busy chopping wood that he did not have time to sharpen his axe 


ERHAPS ON ONE OF 


lace of business thie \ rds “] stil 


ot 


your | I | lates 
Cheerfully Furnished” appear. W. W. Hughes 
has prepared an article suggested by those words. M1 


Hughes has the happy faculty of taking the every-day 
things and writing about them in an engaging way. | 
have an idea that 


any man who is putting in a busy 


week, such as he describes, and not making a profit o1 
the time and labor invested, is going to change things 

little when he has read this article. Not because the 
article puts forth any new thoughts. But just because 
it doesn’t—just because it pictures so well the day to 


day labors of the master plumber 


and heating con- 
tractor; it holds up to view the important and detailed 


job of estimating so we can 1 good look at it and 


yet 
realize that it’s a thankless job unless it produces profit. 
By a happy coincidence we are able to artoo! 


MIST a ¢ l, 


sent to us by a reader in Atlanta, Ga., working entirely 
ndependently of Mr. Hughes, but apparently 
the old 


j 
channels. 


thought about minds that run in the 
Their combined work constitutes an article in 


which there are many things to stimulate thought. 


l* THESE MODERN DAYS MEN WHO ARE 
in charge of churches are thinking about them in a 
find 


interesting more people in coming to church on Sunday. 


little different way—they are trying to ways of 


Undoubtedly the better the church and the more com 
fortable it is the more likely it is that people will come. 


Don’t they travel to Europe to see beautiful churches ? 


Probably a lot more people would go to church during 


the winter, if their churches were warm: or In summer 


if they were cool. 
lem. It 


people in various kinds of weather for comparatively 


Phe church represents a special prob- 


must comfortably house large numbers of 


1 
] 


short periods of time. This is a class of business which 
find it 
his 
will be associated with comfort in the minds of 
the i 
\ Church.” 


e heating and ventilating engineer should 


profitable to seek ; not only for itself, but because 


nani 


the members of Read ‘‘Heating and 


Ventilating 


congregation. 
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“TOLEDO” 3-way 
TOOLS ARE SMALLER, 


LIGHTER, EASIER TO OPERATE 


‘“*TOLEDO”’ 3-way tools are the lightest, smallest 
and the easiest to operate of all tools of this character. 
They are made in two sizes: The No. 30 threads *;-, 
\o-, and *4-inch pipe, and weighs only 434 Ibs. com- 
plete; the No. 31 threads '-, 34- and 1- inch pipe and 
weighs but 7 lbs. complete. The tool bodies are about 
the size of a baseball, each die-head being ‘‘on center’’ 
and the handles projecting from either side, thus pro- 
viding a perfectly balanced tool. 


The patented design of the tool body permits the use 
of segmental dies possessing the ‘‘TOLEDO”’ easy cut- 
ting qualities. These die segments are removable and 
can be reground when dull or replaced by new ones at 
slight cost. 


When assembled, ready for use, there are no adjust- 
ments necessary, no loose parts. The tool body is de- 
signed to readily clear itself of chips and will not 
become clogged with dirt. 


These ‘*TOLEDO”’ 3-way tools are the tools that you 
will want to own, and at the new low net prices quoted 
they represent the best buy in 3-way tools on the mar- 
ket. Your dealer can supply you. 


This is the ‘‘TOLEDO” trade- 
mark appearing on the name 
plate and the box of each genu- 
ine ‘*TOLEDO” tool. It is your 
assurance of a ‘*‘ TOLEDO” qual- i +e 
ity tool that will give maximum 
service and satisfaction. Look 
for and insist on it when buying, TRADE MARK 


BUY BY COMPARISON AND YOU’LL BUY 


LEDO PIPE TOOLS 


THREADING DEVICES - POWER DRIVE - PIPE CUTTERS 








THE TOLEDO PIPE THREADING 
MACHINE CO. TOLEDO, OHIO 


NEW YORK OFFICE: 72 LAFAYETTE ST. 
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Scholar- Recognizing the need for higher educa- 
i ‘ tion in the plumbing, heating and venti- 


of Master Plumbers started several years ago to make 


lating industry, the National Association 


it possible for the youth of the country to secure such 
education. One of the phases of this educational plan 
was the offering of scholarships. This movement was 
given great impetus by the Women’s Auxiliary to the 
National Association of Master Plumbers. Led by Mrs. 
Hornbrook, of Kansas City, Mo., who is president of 
the Women’s Auxiliary, the ladies have raised and given 
to the National Association two thousand dollars for this 
purpose. They are now on the raising of their third 
thousand. The course in plumbing, heating and venti- 
lating, to which these scholarships apply, is at Carnegie 
Institute of Technology, in Pittsburgh, Pa. It is a 
course which will always be there, for Theodore Ahrens, 
president of Standard Sanitary Mfg. Co., has endowed a 
chair of plumbing, heating and ventilation at that insti- 
tution. 

Thus, the course of training is available and enough 
money to finance several boys through it is available. 
To compete for these scholarships, however, the boy 
must be the son of a master plumber, who is a member 
of the National Association of Master Plumbers. The 
thought which prompted such restrictions was not a 
selfish one, necessarily, for the whole plan is the child of 
the association and it would seem particularly fitting 
that some one close to the association should have the 
opportunity to profit by it. But the ultimate idea is to 
have graduated into the plumbing, heating and venti- 
lating industry boys who are well fitted, by this educa- 
tion, to be good business men and contribute to the 
further advancement of the industry. And, to be fair, 
we must admit that boys other than sons of master 
plumbers could utilize such training to just as good ad- 
vantage for the industry and for themselves. It has 
been said that many a plumber would be a better doctor, 
or a better preacher, and it is equally true that in other 
industries we could find men better fitted to be plumbers. 

Mrs. Hornbrook’s decision, therefore, announced re- 
cently at the convention of the Kansas State Master 
Plumbers’ Association, to ask the National Association 
to let the bars down on these scholarships, so that any 


boy, anxious to learn the business and well equipped, 
to be a credit to it, can compete for them, seems wise. 
Perhaps, preference should be given, in any case of 
doubt, to the son of a master plumber. But the main 
thing is to use these scholarships to the very best possi- 


ble advantage 


He Vold “! sold him, and I sold myself at the 
“ ’ . 


same time.” That is what a master 
Himself plumber said the other day, in talking 
about merchandising the plumbing business. He had 
been somewhat skeptical of a plan which advocated going 
out and seeing prospects with samples and catalogs and 
endeavoring to sell them more plumbing. He found 
habit hard to break, and it had been his habit to do busi- 
Sut he believed 
“Let’s go 


ness only with those who came to him. 
in the motto of the old Norwegian Vikings, 
and see.” There was a home in the outskirts of his 
town which he had long felt was a prospect for a water 
system, a water softener and a complete plumbing sys- 
tem. So, finally, in spite of his misgivings about such 
a way of conducting a plumbing business, he decided to 
“og and see.” And he sold the man and his wife not 
only what he half hoped he would, but he found that his 
talk about built-in tubs, double drain-board sinks, swing- 
ing spout faucets and other modern, high class fixtures 
was good enough to sell that kind of equipment, rather 
than just a plumbing system. He even sotd the man a 
heating system. And he had been wondering for a long 


time if such an effort could possibly be successful! 


. Every once in a while you run into a 
Cliques plumber who is down on associations and 
down on a lot of other things. He is down on associa- 
tions because he says they are run by a clique—by a 
certain group of men who are always in the thick of 
things, always working hard and always, apparently, 
getting all the benefits. Well, that plumber is right. 
Associations, as a rule, are run by a clique. But any 
one can get into that clique. In fact, the man who is 
not in it can blame himself. If the clique is not com- 
posed of 100 per cent of the association membership, it 
is because 100 per cent of the membership is not doing 


the association work it should. 
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Heatin 2 and 
Ventilating 
a Chure 


sy A. G. KING 


HE DETERMINING of heat losses and the correct 
estimatir nd locatin of the radiation required 

for church heating is very much of problem So 

lan ondition structural and otherwise, must be con 
idered that it is a very easy matter to overlook some 
important detail, which omission may seriously affect the 
unction of the heating apparatus and may also interfere 
ith whatever provision may have been made for ventilat 

the building 
It hardly eems nece ary to iggest that the average 


heating contractor, to the fact that he i so seldom 


owing 


called upon to install a job of this character, cannot be 
expected to be familiar with all of the details and require 
nents of church heating, and it is no doubt due to thi 
ison that so many mistakes are made and so many in 
efficient I re to be found 
As we have lready suggested, no two churches are 


mnstruction and exposure Two build 


may appear quite alike ; viewed from their exterior 

or elevation, but when a survey of the exposed wall and 
lass surface j made for timating radiation or heat 
sses, and the interior arrangement of the church furni 

ture and pews is noted, it is often surprising how widely 
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Fig. 1 


which 


they 


the 


and other details 
and the position of the 


differ in construction iffect 
1 


radiators 


surface in, 


On account of this fact we can readily understand that it 


amount of 


is essential that each church should be separately meas 
ured and considered Not only the various details of ex 
posure, such as the thickness of walls and character of 


material used in known 


but 


their construction, ete., should be 


ceiling heights, 


the 


also extreme shapes, position of 


and exit doors and seating arrangements should be 


noted in order to properly estimate and locate the radia 
tion required. 

If the building is old, or one alréady erected, these de 
tails can be known only from a careful survey If the 


building is yet to be erected, the plans and specifications 


hould define and illustrate all essential particular 


STUDY THIS PLAN 


NOR the purpose of illustrating and detailing such sug- 
gestions as we shall discuss in these articles, we have 
selected a very ordinary or simply planned church, one 


of very common design, the floor plans of which were 
shown in the December 12th issue of “Domestic Engineer 
” This 
arrangement, is particularly well adapted to show 
effective 


ing church, from its general design, 


interior 


the details of a simple and heating apparatus 


and a method of exhausting the foul air which can be 
easily applied to similar buildings 

In common with nearly all church structure thi 
building has large and high windows on either sid th 
auditorium Under the balcony these windows |! sure 
5x8 ft. and above the balcony they measure 5 x 10 ft 
the upper windows following the lines and position of the 
windows on the first floor. There is in every church 
structure, an unusual amount of glass exposure in sid 
walls and owing to this fact, it is desirable to inst con 
siderably more surface along the north or mors posed 
side of the building. In most cases it is well to ] 
least 25 per cent more radiation on the exposed than 
on the side less exposed If possible there s! I 
sufficient radiation placed along the side walls t for 
the glass and wall exposure in them and, if condit vill 

th 


allow of it, this radiation should be located 


entry 
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windows. The seating arrangements, that is, 
the position of the pews in the average church, 
provide for side aisles and the width of these 
aisles will condition the type or character of the 
radiation to be used. If the aisles are narrow 
it may be well to use radiation of the wall type, 
although the amount of wall space these radi 
ators occupy is so great that it is often difficult 
to find sufficient space to install all of the sur 


face required 


The designers of the early type of church 


structures followed the plan of locating the pul- 
pit upon a raised platform at the end of the 


= 


8sec 20/26 4B *LOSs 


auditorium opposite ta the 


in later days this plan seems to have been quite 


entrance doors and 


generally followed in designing denominational 
churches. toman Catholic and American Cath 
olic (Episcopal) churches all conform to a cer- 


tain definite plan as to the location of the en 





trance, nave, chancel, ete. In a majority of 
church structures it will ba found that an en 
from which ‘As 

t 

t 

t 


trance hall or foyer is provided 


doors open into the auditorium. This construc- 
tion affords an excellent opportunity of placing 


large radiators in the entrance and others just 


/ 

inside of the doors leading into the auditorium 5 
and in this manner prevent draughts of cold air g 
from the outside from entering the church 3 
proper Following this plan the footage of radi r) 
ation installed in the entrance should be consid ~ 
erably greater than is called for by the actual x 
exposure. v 

: 

% 





ESTIMATE THE RADIATION REQUIRED 


SSUMING that we have obtained a fair un 1S val 
derstanding of the conditions and require- i 
ments of church heating, let us proceed to esti L 


mate the footage of radiation required to prop- 
erly warm the church structure we have illus 
trated. We should first consider the auditorium " 
As illustrated by Fig. 2 in our first article, the aI 
auditorium proper is 42 ft. wide by 45 ft. long. { 
The ceiling height under the balcony is 11 ft. 
The bal- 
cony extends around three sides of the audi 


v 


++ Pe3 et 


and the entire ceiling height is 32 ft. 





torium. Here is a condition which is not treated 


the same by all heating engineers. Some engi- 
neers figure the whole of the auditorium at the 
ceiling height under the balcony (11 ft.) and == 

consider that the remaining air or cubical contents will be 
circulated or heated from radiators located in the balcony. 
The exposure of the chancel is This 
is really not a bad plan when it is considered that the 


estimated separately. 


convected air currents from the radiation must be di- 


rected in such a manner that any cross currents of 


cold air will not dangerous draughts over any 
section of the seating capacity of the auditorium. Sup- 


located on the first 


form 


posing that the radiation were 
floor, the direction of the warm and cold air currents will 
be approximately as shown by arrows on the illustration 
This illustration shows a cross-sectional view of 
Note 


that the cold air from around the windows in the balcony, 


Pig, i. 
the church auditorium looking towards the chancel 
and from the cold side walls, will pass over the balcony 
seats in such a manner as to be uncomfortable and dan- 
gerous to those occupying the balcony and at the same 
time it is not possible to properly revolve or circulate the 
iir in the auditorium. If sufficient radiation is located 


under windows below the balcony to cover the heat loss 


through side windows and walls (below the balcony) and 


a 
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Fig. 3 
a sufficient amount is placed under the balcony window 
to cover the remaining side wall and window exposure ot 
the auditorium, the convected warm air currents will turn 
all of the air in the auditorium as indicated by arrows on 
Fig. 2 which is the same cross-sectional view as Fig. 1. 
This is an essential matter in all church heating We 
stress this point as we have so frequently noticed that 
the radiators located on the balcony, of churches having 
this style of construction, are usually too small in num 
ber and footage to accomplish the work for which they 


were intended. 


CONSIDER THIS SIMPLE METHOD 


HILE as we have remarked, the plan outlined above 
W.. not a bad one to follow, the writer thinks that a 
more simple and better method is to consider the entire 
auditorium space as one room, balcony included, and to 
After 


determining the footage of radiation required to maintain 


estimate the requirements for this entire space. 


the temperature desired, this radiation can then be ap 


(Continued on Page 43) 





Bathrooms 


De Luxe 


By THEODORE WOLFRAM 


HE FRENCH as a nation may not be as fond of the 
morning ‘‘tub’’ as their English cousins, but no one 
can gainsay their love for all that savors of ‘‘art.”’ 
This was quite clearly demonstrated at the International 
Exposition of Modern Decorative Arts held in Paris, where 
the humblest articles of every-day use are presented in 
such beautiful forms and surroundings that practical 
American visitors are bewildered 
The bathroom at last is receiving the attention it de- 
serves. All the big Paris department and furniture stores 
have included ‘‘modern” bathrooms in their exhibits 
Jathrooms “de luxe’ are shown, resplendent in marble, 
mosaics and stained glass and in every imaginable style 


but 


would 


convenience 
that 


and degree of 
of 
into anything less than a millionaire’s quarters 


practically all 
fit 


luxury and 


them are so magnificent they scarcely 


However, the exhibits are a start in the right direction 
and if the practical, sanitary side of bathing does not ap 
peal to the average French person, the artistic aspect of 
these ‘‘modern”’ tubs may convert them. A great advance 
has recently been made in the manufacture of imitation 
marble, vitrified cement and other materials which are 


suitable for bathroom and kitchen furnishings and permit 
artistic tastes to run riot and beauty to be served at rea- 
sonable cost This is where the Decorative Arts exposi 


rag 
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Another de luxe bathroom at the Exposition 


20 





One type of de luxe French bathroom seen at the Decorative 
Arts Exposition in Paris 


tion will render real service as most of its luxurious ex- 
hibits can be duplicated on a smaller scale in these new 
materials without losing their attractiveness and at a 
moderate cost. 

One of the surprisingly backward exhibits is to be found 
in the pavilion of the Paris Gas Company. This com- 
pany is pushing one of the most ridiculous bathroom out- 
fits I’ve ever seen, and I’ve seen some queer ones. The 
tub is a simple tub of ordinary form furnished in various 
finishes and fairly for the fashion in 
which it is filled, heated and emptied. A long gas-burner 
runs the entire length of the under side of the tub and 
either ordinary gas or a gas developed from alcohol in a 
special attachment may be used for heating the water 
which is relayed by rubber hose from the kitchen sink to 
the tub. It is guaranteed not to burn the user unless he 
neglects to shut off the gas getting in the tub. 
Soiled water is emptied into the sink by a siphon system 
furnished with the tub. Quite remarkable isn’t it; espe- 
cially at an exposition of “modern” arts? 

At the International Exposition of Water Power 
Touring now under way at Grenoble, are several exhibits 
of bathtubs and bathroom fixtures that are quite modern 
and practical; also a few not so praiseworthy. Among the 
latter is a huge collapsible affair of rubberized canvas with 
which is furnished a rather simple ‘‘shower”’ arrangement 
consisting of a pierced metal ring which the user can hold 
over his head or attach to the ceiling, and the inevitable 
rubber hose to connect up with the kitchen faucet. Luckily 


they still have kitchens and not kitchenettes in ‘‘Sunny 


satisfactory save 


before 


and 


France. 
Some genius also presents a miniature combination tub 
which has every form of bath ever heard of in France 
and seldom heard of elsewhere—including “tub’’, ‘‘foot 
bath”, “bain de siege’’ and “bidet”, the last being for 
ladies only and a source of much wonder and confusion 
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to the American doughboys during the late war. The 
theory of this wonder-tub is good, and it looks practical on 
paper but close study of a sample leaves one convinced 
that only a child or a contortionist could find room in it 
for anything more than a foot bath. 

Speaking of bathtubs ‘‘de luxe’’, I recently stayed at a 
beautiful country home near Aix-en-Provence which con- 
tained a beautiful, genuine marble bathtub. Unfortun- 
ately it was placed in one of the out-houses with no visible 
water supply and the thrifty owner used it as a coal-bin. 


These plumbing 
and heating dis- 
plays were not in 
a plumbing shop 
window—and 
thereby hangs a 
story of ingenuity 


- Main Street Displays for a 


| Side Street Store 


XY HAT would you do if you felt that it was absolutely 

necessary for you to.have a display on Main street, 
and your place of business was located on a side street? The 
situation is frequent enough, but its solution is not often 


| found. 


Frank Robins & Son, St. Clair, Mich., have evolved a 
scheme which, although their shop is not on the main street, 
permits them to enjoy the results of a display where the 


greatest number of people will see it. 


ever seen ina drug store window. 


Because this scheme was successful, arrangements were 
made with a local furniture merchant to have the heater dis- 
play in the windows of his store. As might be expected, this 


created a great deal of interest. 


As George Robins, of Frank Robins & Son, says, 


problem in a constructive way. 





The photograph at the head of the page is of a display 
which remained for three weeks in the window of a drug 
| store. Arrangements were made with the druggist for this 
display, and the results achieved proved it to be worth while. 
Co-operative advertisements in the local papers called atten- 
tion to the display, and both parttes to the arrangement were 
well pleased with results. The Robins company reports that 
more people stopped to look in one day than would ordinarily 
have done so in three days. A great deal of publicity was 
gained both by the drug store and the plumbing and heating 
firm. It is probably the first time a bathroom display was 


“You know Main street. It is almost necessary to be 
over there in order to display your merchandise properly.” It would seem that they have begun to solve the 
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Anatole France, the famous French author, is said to have 
used his tub as temporary quarters for “presentation 
copies” of books which he later disposed of to a second- 
hand dealer at fifty francs a tubful 

There is at least one thing to be iid in favor of the 
houses of southern France. They do have sanitary floors 


as practically all of them are made of small, red, octagon 
shaped tiles, known as ‘tomatoes’, set in cement. This 
makes an excellent vermin proof flooring that is easily 
kept clean. 


























Which 
Venting 
Is Rightp 


R M. STARBUCK, JR. 


examines some current 


practices in venting sinks 


and lavatories and points 


out their weaknesse 
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Fig. 1 Fig. 2 


UR last article was devoted chiefly to the considera 
(—) tion of the danger of siphonage of lavatory and 

sink traps on plumbing systems installed after the 
manner of Figs. 1 and 2. 


You will recall that of 50 corrected drawings sent to us 
by plumbing inspectors, on an incorrect drawing problem 
submitted to them, eight of the drawings were like Figs 
1 and 2, or similar 

Fig. 1 shows how one plumbing inspector would install 
the job, and Fig. 2 shows how another would do the same 
work. 

To re-emphasize the big point in our last articl 
notwithstanding the fact that three of the largest cities of 
the United States, and a considerable number of smaller 
cities, are installing work according to Fig. 1, we feel that 
the method of venting such fixtures as lavatories and sinks 
is entirely wrong. 

Without going over the ground covered by the previous 
article, in our opinion the vents to which these sinks and 


lavatories are connected, do not vent them in any way 


and these fixtures are therefore subject to siphonags 

The work in Fig. 2 is the farthest from being correct of 
any of the eight drawings mentioned, and we can hardly 
understand that anyone calling himself a plumbing in 
spector could stand back of such work. As a matter of 
fact, there is only one fixture in the entire system that may 
be said to be vented, and that is the top floor water closet 
nearest the stack. 

This work, and particularly Fig. 2, recalls to mind the 
Morse system of plumbing which the city of Loui 


Ky., has been using for a great many years. This system 
was shown and fully described in the issue of Mar. 21 
1925, and criticized by us as a system which must 

sarily be extremely susceptible to siphonage. In Fig. 3 
we show again the idea of this Morse system, and here 
again we find one of our sizable cities following a method 


of plumbing wide open to criticism of the same 
that we find in connection with such work as 
Figs. 1 and 2. 
OLD TIME VENTING 
7 EARS ago, when the oldest plumbers of tod 
y apprentices or young journeymen, there 
venting, and the work then installed was very mu 
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the manner of that shown in Fig. 4 In those days, and 
until the plumbing trade awoke to the facts of venting, 
trap siphonage was a common, everyday occurrence. The 
work of Figs. 1 and 2 reminds us of that old-time work. 
It was all right in its day, for nothing better was known, 
and it represented a 
great improvement 
over what had gone 
before but now that 





we have available 














something so much 
superior, it seems too 
bad to revert to the 
old-time method. No 
doubt the idea behind 
this situation is the 
attempt at simplifica 
tion of the plumbing 
system. This idea is 
a good one, but must 





be gained by improv- 


7] ———}— ing rather than by 








harming the thing to 
which it is applied. 
The question of 


ae venting seems to be 
of 


the big problem 


Sr 
—— ty the present stage in 


the evolution of the 











Fig. 4 plumbing system. 
Apparently what is 
right and what is wrong in plumbing methods is fairly 
well known, but that is not all that is necessary. Anyone 
who has made any study at all of plumbing practice of 
the various sections of the country, well knows what ap- 
parent confusion there is, and how impossible it seems, to 
correct all the erroneous conditions that exist except 
through the adoption of a universal plumbing code. Even 
the suggestion of such an ideal seems at the present time 
almost visionary, but that is what is evidently coming, and 
the sooner all hands get to bending their efforts in this 

direction, the sooner this ideal is going to be reached. 

We have said that venting is the big problem at this 
stage of development. What we had to say in our last 
article and again at the outset of this article, is testimony 
to this fact. 

Recently a plumber in a fair-sized Pennsylvania city, 
sent to the writer five drawings to be corrected and criti- 
cized. In the first three drawings there was in each in- 
stance a water closet in the basement, and in each instance 
the drawing showed it unvented. Also, each of the draw- 
ings showed several floors of fixtures above, properly 
vented. The drawings were of the general character of 
Fig. 5. 

As each of the first three drawings came along, the 
writer criticized the lack of a vent on the basement water 
closet. Finally it occurred to him to look into the plumb- 
ing code of the city in question, to see whether it con- 
tained anything on the subject of the venting of basement 
water closets, and to his surprise, found that no vent was 
required when the water closet was located within ten feet 
of the stack. It will be noted that every other fixture in 
the house was properly vented, except this one, and it 
would seem that if the other water closets on floors above 
required venting, certainly this basement water closet had 
such a need. 

It is hardly necessary to say that the writer had to can- 
cel his criticism and call this part of the work correct 


according to the code on which it was based. 
Under most other codes, lack of a vent for this fixture 
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would have been considered an error, and that is the point 
of interest in connection with this matter It must be 
right and therefore necessary to vent this water closet, o1 
it must be unnecessary and therefore a waste of money to 
do so It cannot be right to allow the fixture to go un- 
vented in Pennsylvania, and wrong to do the same thing 
in Massachusetts, but that is just what plumbing codes 


would have us believe 


That there is in existence today what could be called a 














perfect plumbing code, we doubt Most of them, even the 
good ones, have some feature, perhaps many, that are r 
not generally considered good practice Gradually, and 
we believe with increasing rapidity, better conditions are 
creeping into the plumbing practice of nearly all cities, but j 
there is still much room for improvement 
In recent months we have had a great amount of corre 
spondence with plumbing inspector in all parts of the 
country, and it has been a pleasing thing to note that 
many city plumbing departments are giving serious con- 
sideration to the facts and recommendation et forth in 
the government report, and we know of several small 
cities that have re-cast their plumbing codes to bring them 
into agreement with these recommendation Right here, 
however, apparently come one of the great difficulties 
confronting the universal code proposition It does not 
seem to be the big cities that are making the greatest 
progress, apparently it is easier to get progr ive ideas 
adopted in the maller and medium-sized citic than in 
the big ones, and often, as we have seen in this and the 
previous article, it is the big cities that are the most 
difficult to wheel into 
line No doubt this is 
a natural tonsequence, 
due to the fact that the : 
big cities have decided | 
ly different and more ~) 
difficult conditions to ‘ ive 
meet than the smaller J 
cities. mg 
TWO HUNDRED AND e 
FIFTY CODES BEING 4 


ANALYZED 














HE WRITER has eee . 
in his possession —— p— ~ 
a collection of about -— rs CT 
250 different plumbing | Ut Y 
‘codes, and the wide f ia 1 — + F- 








differences between 5 . 
them is indeed surpris 
ing. 

A study of these 


codes has borne in 





upon us as. nothing 


omnes, a 





else has done, the ©& 
great need of uniform 
practice. This need 
we have often pointed 








out in the past, but 
this recent study of 
these codes has in 
duced us to bring the 
subject to the _ front 





again. 

We have often ex 
pressed admiration for 
the work of the gov- 











ernment commission, ee 
and their report seems ++ 
to*have made its ap Fig. 5 A 
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pearance at a most opportune time, when many of the 
leaders in the plumbing trade were looking earnestly for 
a starting point for a universal code 

It is our earnest opinion that the country could not 
possibly do a better thing for its plumbing than to decide 
through its municipal plumbing departments, to adopt 
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Fig. 8 





as rapidly as possible, the plumbing code that the govern- 
ment has recommended, together with the wise conclu- 
sions that its plumbing commission has reached We 
hope that the tendency to do this thing, which already 
has considerable momentum, will grow stronger and 
stronger. 

At best, we know that the attainment of universal 
plumbing conditions is a very great undertaking, ex- 
tremely desirable but extremely difficult to reach. Under 
such conditions, should we not feel very grateful that 
what seems to be the right way should have been pointed 
out to us, and should not each one of us who has the best 
interest of the plumbing trade at heart, use every effort 
to further the proposition? 


CROWN VENT STILL ALIVE 

A NOTHER feature that has been made clear through 
A the work of the Schoolmaster and His Class, is that 
even in this day, when we had thought that the crown 
vent had been buried, we find it quite alive in many com- 
munities, but a practice that perhaps is even more preva- 
This practice 
has appeared many times, and we do not recall that we 
have given it attention in these articles 


lent, is the type of venting shown in Fig. 6. 
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In the case of long waste pipes running horizontally 
they are very likely to be quite flat, in which case ths 
waste travels sluggishly ana there is more or less fouling 
and almost always great likelihood of the closing of the 
vent opening. Of course a closed vent is absolutely worth 
less. The proper way to connect, to avoid this situation 
is according to Fig. 7, that is, by the use of a continuou 
vent. If the vent cannot be run in this manner, then the 
method shown in Fig. 8, also using a continuous vent, is 
very acceptable. 

Still another thing that our study of codes reveals, is 
the use in quite a number of cities of non-siphon traps, 
in the use of which venting is not required. This practice 
we have not found to any extent in the case of the largest 
cities, but rather in the case of the medium-sized cities 

The government report to which we have so frequently 
alluded, goes into all these matters in a very satisfactory 
manner, and we think it of value to give you something 
of what the report has to offer along this line, as follows: 

“Careful study has been made of the action of plain 
traps; that is, the ordinary S, % S, and % S (or P) traps, 
under different conditions. The efficiency of a trap is 
sometimes thought to mean its resistance to loss of seal, 
but the real efficiency is resistance to alternate suction 
and back pressure. Loss of seal does not concern the 
trap alone The fixture itself is an element when self- 
siphonage is being considered. A trailing discharge, such 
as occurs in a bathtub, kitchen sink, or laundry tray, is 
almost invariably sufficient to refill an ordinary trap; but 
with an oval basin, where the discharge ends suddenly, 
greater care must be taken to prevent self-siphonage 
The diameter of the tailpiece relative to that of the trap 
is an element. There are advantages in having the tail- 
piece one nominal size smaller than the trap. The length 
of the waste pipe and its inclination to the horizontal are 
also elements, as well as the presence of elbows in the 
waste pipes. Hence, it is more logical to consider the effi- 
ciency of the trap and waste pipes as a whole than that of 
the trap alone using the changes in trap seal as a measure 
of the efficiency of the system. 

“The committee reached the conclusion that the mini- 
mum seal for a plain trap should be 2 inches, and that a 
loss of seal greater than 1 inch in such a trap should be 
regarded as unsatisfactory. While it is true that a seal 
is not actually broken unless the water in the trap falls 
below the “‘dip,’’ some factor of safety must be allowed 
to provide for unexpected shocks, for evaporation, capillary 
loss, and for oscillations due to wind pressure, while a 
lowering of the seal exposes a foul surface on the house 
side of the trap. 

“A clogged vent pipe is useless, just as useless as if 
no vent pipe had been installed. If waste pipes are so 
arranged that the’ waste water may rise into the vent 
pipe at times of discharge, the latter is very liable to 
become clogged. If the connection of the vent pipe and 
waste pipe lies below the hydraulic grade—that is, below 
a line which connects the high-water line of the fixture 
and the point where the waste pipe enters the stack 
water is likely to rise into the vent pipe. The crown vent 
is an example of this condition, and the frequent clogging 
of this vent has caused this arrangement to be looked 
upon with disfavor and even to be prohibited by regula 
tion, but almost any vent which rises from a horizont 
branch may act in the same way if the discharge fills tl 
waste pipe. If the vent forms a continuation of th 
vertical leg of the waste pipe and if this connection 
above the hydraulic grade, there will be no danger of th¢ 
vent becoming clogged. This is a reason for limiting t! 


(Continued on Page 58) 




















T should be understood that brass pipe takes on a 
tubular shape for the first time in the form of shells. 
As has been described in previous brass pipe stories, 


by two processes, 


shells may be produced either of by 
casting billets in the form of shells or by piercing solid 
brass billet, while hot by means of a mandrel. 

Pickling is a much used process in a brass pipe mill. 
selow is illustrated the process of pickling shells, but as 
1 matter of fact, this pickling operation is repeated sev- 


brass is fabricated into the finished 


eral times before the 


pipe. 

The object of the pickle is to remove the scale or 
oxide which develops on the surface. The shells are 
dipped in an acid solution which dissolves the scale or 
oxide inside as well as on the outside of the pipe. After 
the shells are carefully washed, they are then ready 
for further processing. The picture below shows how 


this process is carried on. 
lengths 


The threading of brass nipples of different 
is an operation that master plumbers are frequently 
finding necessary. One way is to hold them in suitable 
nipple holders. The line drawing on this page illus- 


trates a nipple in a nipple-holder all ready for the thread- 
particular form of holder, 


ing. The operation of this 
which is a good one, is as follows: 
Place the shank part of the holder in the vise and 


Pickling tubes after 





No. 34 in a series of Picture-Stories ———— 
on the manufacture of BRASS!PIPE 


—PICKLING 














hold it tight Screw the already threaded end of the 
nipple into the collar as shown Drive in the wedge 
lightly with a hammer Then, using the collar as a 
guide for the dies, proceed to thread the end of the 


When the thread has been run the full length, 
dies, and the nipple is threaded. 


nipple 
run back the 




















— > 
Vise jaw y/ 
IW 
The threading of nipples 

To remove the nipple, drive the wedge back and un 

screw the nipple by hand This can be done beca 
the thread in the collar has a little deeper cut than 
standard. Consequently the nipple thread fits loosely 


in it. The wedge prevents the nipple from turning 


annealing 
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First section of the official photograph of delegates and guests attending the 38th annual convention of the Kansas 
Master Piumbers’ Association 


‘ansas Endorses “Make a Wholesaler 
a Wholesaler” Resolution 


Opposes Permanent Office -Elects 
William Ball, of Kansas City, President 


ANSAS master plumbers met in annual convention lishment of a central, permanent office for the National 

for the thirty-eighth time in Kansas City, Kansas, Association. 

March 15, 16 and 17 Concerned by the practice of To carry on the good work under way, they elect 
some classes of wholesalers to sell plumbing goods direct Wm tall, Kansas City, president of the Kansas Stat 
to the public, they endorsed the ‘“‘Make a Wholesaler a Association of Master Plumbers for the coming year 
Wholesaler’ resolution, adopted at the national conven Harry Stevens, Hutchinson, vice-president; and F. W 
tion in Portland last June. They put in a lot of work on a sowers, Emporia, treasurer—this latter gentleman con 
state code, ratifying the action of the National Association  tinuing in the office which he has held for over thirty 
in adopting the Hoover Code and re-appointing the State vears President-elect Ball appointed L. H. Phillip 
Code Committee, headed by Charles Hunter, Kansas City Kansas City, secretary. 

» that its able efforts to secure state legislation might be IL. H. Phillips, president of the Kansas City local a 
continued without interruption They reduced their dues ciation, welcomed the delegates and visitors to Kansa 
$10 a vear. And, satisfied that the present methods of City, after which President George W. Sutherin, Topeka 


running the National Association of Master Plumbers are  to6dk charge and got the convention under way. After th: 
best fitted for achieving the aims of that organization, invocation by Rev. Frank Neff and the city’s welcome by 
as opposing the estab the assistant to the mayor, Mr. Sutherin called for a few 


=| 


they unanimou 
words from Charles Hunter, Kansas City, a past state 
ema & Me Left to right: president, from the various trade paper representativ: 


See schaptioncatetmmapal from Sy Martin, Owensboro, Ky.; from I. L. Roark, of 


oe Ma 
Ie 






ans City, Kans., 





Sloan Valve Co. and C. F. Church Mfg. Co.; from B 






newly elected 
president of Kan- Jose ph O'Donnell, National Trade Extension Bureau: fro! 


ans State Axsso- Mrs. Wm. Ball, Kansas City; from Mrs. W. L. Jost, pre 
elation, and F. ident Kansas City Ladies’ Auxiliary; from Jas. Simmon 
W. Bowers, . . . » . y 

onestn, Wenn. Wichita, a past state president; from Chas. W. Burnap 


treasurer Emporia, a past state president; from Oscar C. Robertson 

of the Kansas Wichita, a past state president; from G. E. Gilhaus, Ka! 

State Association sas City, a past state president; from Carl Graeber, La 
= rence, a past state president; from H. A. Fairchild, H 
watha, a past state president; from Will Coldren, Leay 


ia 


worth, an old member; from Axel Olson, Lawrencs 
past state secretary; from C. C. Bryant, Wichita, a ] 
state secretary; from W. M. Kraemer, Marysville 
Theo. McBride, Abilene; from Wyley Kitzmiller, Hutc! 
son; from Robert Clark, Arkansas City; from F 
Bowers, Emporia, state treasurer and charter member 
the association; from E. L. Wolf, McPherson; from } 
Hioff, Wichita; from John Collopy, a past president 





Left to right: 
LL. H. Phillips, 
president of 


Pir eae | 


Kansas City, 
Kans., Associa- 
tion and G. W. 
Sutherin, Topeka, 
retiring state 
president 


the Missouri Master Plumbers’ Association; from 








Se 














Second section of the official photograph 


Plumbers’ 


Association 
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Dor I S. Supply Co., Kansas City, Mo.; from Geo. during Mr. Suthe1 ter! Charles Hunter, Kan City 
Satterlee, president Missouri Association; from James chairman Robert ¢ rk, Arka ( Carl Graeber 
Cunningham, secretary Missouri Association, and from Lawrence; R. P. Johnson, Wichit Geor States, Topeka 
The (Uncle Tom) Benedict, Fulton Because of the strong financial dition of Ul ' 
Harry Stevens, Hutchinson, newly elected vice-president ciation, President 3S erin | ended the W I ol 
was the only man from his city who was not present at the dues from $40 per ye > } \ rt rm en 
onvention, the illness of his father preventing him from dation Was Iso adopt 
attending. The association sent flowers to the elder Mr 
Stevens with the best wishes of the members for a speedy 
recovery. i ‘ 
PRESIDENT’S REPORT 
RESIDENT SUTHERIN’S report contained many rec 
P ommendations which were adopted by the association 
He very much interested in the apprenticeship question 
ind stated that the Apprenticeship Committee of the Na 
tio Association is getting results However, Kansas 
is been somewhat lax in this important work, so Mr. 
Sutherin recommended the appointment of a state appren 
iceship committee to co-operate with the National Asso 
iation a recommendation which was later adopted by Left to right: G. EE. Gilhaus, Kansas City, past president of 
the delegates. Mr. Sutherin particularly stressed the reg Kansas Master Plumbers’ Association; National Director Jere 
: Sheehan, of St. Louis, Mo., and bk. D. Hornbrook, Kansas 
stration feature of the apprenticeship movement, urging City, Mo., past National president 
very member to put an apprentice in his shop and to reg 
ster him. Mr. Sutherin succeeded in securi thirty new bet 
Mr. Sutherin’s report touched on the value of having a to the association during his term of office He ivocated ° 
de of ethics. He recommended that the code proposed in his report, closer co-operation with the wholesalers in 
it the Portland convention, but laid over for a year for re-order to eliminate many misunde1 ndir whiel ‘ 
sion, be adopted by the Kansas State Association of ill feeling. He praised the work of the National Trade Ex 
Master Plumber Should a change be made at the next tension Bureau and urged the members to idvantage 
national convention, Kansas can make corresponding of the service it has for them He also stated that the 
hanges, but, in the meantime, it will have a code of ethics value of trade papers can not be overestimated 
This recommendation was concurred in. C. G. Loomis. Salina. who has been secretary of the Kan 
Mr. Sutherin asked, in his report, that the Kansas Asso- gag State Association of Master Plumbers since the Fall of f 
lation go on record as being opposed to a permanen 1922, had tendered his resignation to M1 therin, to take 
fice for the National Association of Master Plumbers, as _ effect immediately after the conventiot Mit itherin took 
he felt that if such an office were established it would dis- the opportunity, in his report » commend the work of 
rganize the National Association He said, ‘“‘The National Mr. Loomis and to expres regre hat other activiti 
Association never has had any paid officers, and we have’ ¢all Mr. Loomis awa} 
had some very able men at the head of it, who have do , 
nated their time free of charge.”’ The Kansas Associa JOBBING WORK OFFERS GREAT POSSIBILITIES 
nhs vote against the establishment of such an office was Y C. GREEN, general secreta f the Kansas Cit 
h concurrence with this recommendation of Mr. Sutherin W e Mo., Association of Ma r Plumber thoroughl - 
Another recommendation in Mr. Sutherin’s report was analyzed the possibilities in jobbin work if on ifter 
that the association adopt the “Make a Wholesaler a and performed intelligentls Hi addre wa called 
Wholesaler” resolution—a recommendation which was “Jobbing Work, Sales, Credits and Collection He cla 
heartily endorsed ified, under the general heading of “Jobbing Worl the 
Tl need for continuing a State Code Committee was following component part Repair work, repla I 
brought out in the president's report, with the result that remodelling, the addition of 1 ind tl le p 
the first act of the newly elected president, Wm. Ball, cialties He pointed out that jobbing work is hidden 
Kansas City, was to re appoint the same men who served that it must be looked for, but that, unlike contracting, it 
. 


of delegates and gue its attending the 28th annual convention of the Kansas Master 








28 DOMESTIC ENGINEERING March 27, 1926 
can be made non-competitive And there is not a home’ the job is completed and that the invoices should not be 
which is not a prospect itemized. A 5 per cent discount for cash in ten d: has 

The most important part of jobbing work, Mr. Green speeded up collections in many instances, he ited 
stated, is repair business, for it is the foundation on which although he advised, by all means, that a customer redit 
all sales are built. It gets the plumber into the home, be investigated before any work is done. He fiirther 
gives him the opportunity to find out what the home needs _ stressed the advisability of making the charge for material 
and leads to replacements, remodelling and the sale of uniform on every job, in order to avoid the ill feeling that 


additional fixtures and specialties. Repair work is increas- 





Hoft 
Neal, 


of Kansas City; F. X. 
and J. P. 


Simmons, 
both of Wichita, Kans., 
of Kansas City, Kans. 


Left to right: C. M. 


and J. M. Simmons, 


ing, the speaker observed—-one of the contributory causes 


being the large amount of speculative building which has 
been done And the formula for making a success of re 
pair work is to go after it intelligently and take care of 
it intelligently 

To go after it intelligently, Mr. Green recommended a 


shop in the business center; a “sales’’ room, not a “show” 


room; a mailing list of home owners; an active interest in 
affairs as a means of keeping one’s self 
personal calls; telephone calls; 


slide and 


political and civic 


before the p 


iblic eye; 


and motion advertising, tag 


work done, 


newspaper 
ging of all 

To handle it 
“plumbing shop on wheels” 
this 


“plumbing 


picture 


the 
as a trend in the right direc- 
truck as an 
advo- 


intelligently, Mr. Green mentioned 


tion, including in reference the service 


shop on wheels.’’ He 


the 


auxiliary to the 


cated the practice of getting owner's signature on a 
card showing the actual time spent on the job and, then, 
that 
time 
the charge If 


It that the complaints which arise from 


charging only for much time. In order to do this, 


he pointed out, the spent going to and from the shop 
should be 
Mr. Green fe 
charging for an 
spends only fifteen minutes on the job would be eliminated. 


covered in overhead this were 
done, 
when the journeyman really 


hour’s time 


He suggested that one way to help make such a system 
the journeymen carefully, endeavor- 


the from which 
several calls have come so that he can go from one job to 


profitable is to route 


ing to send a man to a section of city 


another without returning to the shop between each one. 


He, also, recommended that invoices be sent shortly after 


would result should two customers compare notes and find 


that different charges made on the same kind of 
work. 

Mr. Green pointed out, as selling arguments for replace 
ments and remodelling how modern plumbing incr: 
And he advised a 
meeting employes to keep the 
sales idea alive, adding the suggestion that a commission 


be paid to the one who gets the prospect and to the one 


were 


ases 
real estate values and adds to comfort. 


weekly of employer and 


who closes the sale. 


AUXILIARY WORKING ON SCHOLARSHIP PLAN 

RS. E. D. HORNBROOK, Kansas City, Mo., president 
M of the Women’s Auxiliary to the National Asso- 
tiation of Master Plumbers, attended the convention 
with Mrs. Fred Hacker, Kansas City, Mo., national cor- 
responding secretary, and with Mrs. W. H. Cowger, nation 
al treasurer. After the latter two ladies were introduced 
to the convention, Mrs. Hornbrook said that she was pres 
ent to ask the plumbers for their sons—to take the scholar- 
ships which the Women’s National Auxiliary has presented 
to the National Association. Two thousand dollars has 
already been raised by this organization of ladies to finance 
such scholarships and they are at present on the raising 
The rules are that the boy must 
member of the National 
Association of Master Plumbers, to be eligible for such a 
scholarship to Carnegie Institute of Technology in Pitts- 
burgh, Pa., but Mrs. Hornbrook stated that she was going 
to recommend that the bars be let down and that any boy 
anxious to learn the business and with sufficient education 
allowed to compete for the scholar- 


of their third thousand. 
be the son of a master plumber, 


to enter college, be 
ships. 

Mrs. Hornbrook took the opportunity to state her opin 
ions in opposition to establishing a central, permanent of 
fice for the National Association of Master Plumbers. Her 
feeling is that the past presidents of the National Asso- 
ciation have proved quite capably that the work of this 
organization is efficiently handled under the _ present 
scheme of administration. She said that for 43 years the 
association has gotten along without a central office and 
that the establishment of such an office would, in effect, be 
repudiating the National Association of Master Plumbers 
She that Kansas would plan 


hoped oppose such a 


(Continued on Page 62) 
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Ladies who attended the 38th annual convention of the Kansas Master Plumbers’ Association photographed in front 


of the 


home of Mrs. Stanley Richardson, Kansas City, Kansas, whenMrs. Richardson entertained at tea 
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NIPPLES 


As the “Nipples” should be as good as the rest 
of the installation, it will pay you to insist 
on “Fretz Nipples,’ every one of which is 
made from New Random Length Pipe by 
skilled workmen. 








‘There is a difference in Nipples.” 


S. S. FRETZ, JR. & COMPANY 


PHILADELPHIA, PENNSYLVANIA 
WORKS AT 
PHILADELPHIA, PA. BOYERTOWN, PA. 





























TRADE MARK 
Reg. U. S. Pat. Off. 
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tandand! 


VITREOUS CHINA 
) ILANYZNIFOURTESS 


Distinctive ~ Beautiful 
Sanitary ~Durable 


You are certain of a pleased customer 
every time that you insist that your 
Jobber give you ‘Standard’ Vitreous 
China Lavatories. 

The quality of genuine Vitreous China 
and the beautiful and sanitary designs 
correctly made at “Standard” Potteries 
will back up your high standing in your 
community just as it has upheld the 
name “Standard” throughout the country. 
Your Jobber can supply a ‘Standard’ 
Vitreous China Lavatory for every type 
of installation. 

Standard Sanitary Wfa. Co. 
Pittsburgh 
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Estimates Cheerfully Furnished 


By W. W. 


HE MOST abused groups of words common to 99 per 
cent of the plumbing and heating shops in the 
United States are: ‘“‘Estimates freely furnished,” or 

‘Estimates cheerfully furnished.”” We all do it, perhaps 
we have to, but in any event a week at the estimator’s 
table surely contains plenty of high lights. 

Picture it for yourself. Monday morning. Out of bed 
at sunrise. The good old shave and shower. Into fresh 
clean clothes. A glance through the morning paper. The 
morning meal is ready, a bit of fruit, 


HUGHES 


nections and vent pipe to chimney One floor drain, 
placed at the right-hand end of the laundry tray, and our 
list of fixtures is complete, 

Starting at the front wall, we measure the amount of 4 


inch soil pipe required for the ground run; add to it the 


necessary Y’s, bends, clean-out fittings and branches of 2 
inch soil pipe for the laundry tray and sink stack 

A glance at the elevation and we get the amount of soil 
pipe required for the stacks. Then starting at the top, we 


sketch the waste and vent lines fo1 





toast, an egg and a cup of coffee, then 
away to the work for the day It 
starts with a bang. 


WHY WE FURNISH ESTIMATES 
“CHEERFULLY” 

NOME of the men have left the 
S shop and others are still waiting 
around for final instructions when in 
walks a prospect with a roll of blue- 
prints in one hand. They are spread 
out on the table and your suspicions 





ITHOUT knowing that 

Mr. Hughes was at work In the meantime we have listed 
on this article, F. A. Warren, the size and number of roof jackets 
of Atlanta, Ga., made the car- 
toon which appears on the 
next page. We combined the 
two and think the result is SAIS LI RE RAS SRN 
worth your careful attention. 


the bathroom and kitchen and laun 
dry fixtures, sum them up and that 


item is complete 


the sewer gate valves and back wate1 


Valves if any are required, the ma 
terial needed for down spouts or 


roof connections if needed, and the 


needed for the job 





The usual specification calls for 





are confirmed. He has a plan, but no 

specifications. Right away you have a debate with your 
self. The chances are 1,000 to 1 that you can not get the 
job, but that one chance is something. On the other 
hand, a cold turn-down may react in some other way 
Getting this one job may mean more and better jobs. The 
competition on it will be keen, but it is just as keen on 
the larger installations. 

Still, the day is young. It will only take a few minutes 
to knock this one off, so you make the necessary notations 
as to the style and kind of fixtures required, promise to 
have the estimate ready by 5 p. m. Then with the gang 
all out of the way you prepare to do your stuff. 


WATCH SMALL ITEMS 

NIXTURES come first; closet, wash down bowl, china 
k tank, white seat plus iron closet bend, floor flange, 
putty and bolts, nickel plated, iron pipe size, brass. pipe 
supply with stop. Then the bathtub, recess pattern, five 
feet long, high grade combination waste and supply fit- 
ting, drum trap and connections. Right here insert a rental 
fee for the use of a bathtub cover while same is in use 
on the job. 

The lavatory, pedestal type, white enameled cast iron, 
20x24 inch, with nickel plated cast brass trap and combi- 
nation waste and supply fittings with china handles; angle 
supplies of iron pipe size brass pipe, with stop cock. 

The sink, apron type, 60 inches long, left-hand drain 
board, with sink, back and drain board all in one piece, 
with a nickel plated combination supply fixture fitted with 
a china soap dish and a cast brass trap, nickel plated. 

A laundry tray of cement, two compartments, although 
it should be a three-compartment to please the lady that 
will be using i‘. with a steel stand to support the trays, a 
combination faucet for hot and cold water, and a cast iron 
trap. 

The hot water tank will be a 30 gallon extra heavy tank 
complete with stand, sediment cock, boiler union ells and 
boiler tube, and to it we attach a double copper coil gas 
water heater having at least 20 feet of coil, with gas con- 


one sill cock and that means a shut 
off valve in the basement to control the supply to the sill 
cock; also two shut-off valves at the water meter, one on 
each side of it. 

The water pipe is next. We start at the meter, rise to 
ceiling of basement, then run back to hot water tank, with 
cold water branches to sill cock, laundry, water heating 
boiler and hot water tank From hot water tank we start 
with the hot water lines, running both hot and cold water 
pipes to the risers for the sink and bathroom and the 
drops for the laundry. In a few moments we have the 
sum total. 

The ice box pan and the waste line from the pan to the 
floor drain is another simple measurement 

Then the gas piping; a run from the meter to the open 
ings in the kitchen, the laundry and the boiler room 


DON'T FORGET THE “SUNDRIES” 

NO FAR we have dealt in lengths of pipe. The fitting 
S might be taken off one by one, but it is safe to esti 
mate from 50 to 70 per cent of the cost of the pipe to 
cover the cost of the fittings. Count the number of nickel 
plated traps and add a sum to cover the cost of the collar 
nuts or soldering bushings, whichever are to be used. 

Add for plaster of paris for use in testing, threading oil, 
dope, wood screws, and such other sundries as are a part 
of-every job. Cartage must be estimated and included 
also the necessary permits for inspection, tapping of city 
mains, water meter, etc, 

And then comes the matter of labor Not the time in 
which a speed artist can do the job, nor the time required 
for your slowest man, but the average as will be shown by 
your records. 

Knowing the location of the proposed building, it is now 
necessary to estimate the labor and material required for 
the sewer and water connections, or the cesspool and water 
as the case may be. 

With the width of the street known, the length of lead 
service pipe is apparent. Then comes the labor making 
the connections, the curb box and curb cock, and the gal 
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vanized service line from the curb box to the meter hole 


in the basement. 

If a sewer, the main is usually in center of the street, 
so we estimate the amount of pipe required to reach from 
the main to a point just outside of the basement wall, hav- 
ing already included a length of soil pipe pushed out 
through the wall for just this connection. A few bends, 
possibly a few Y’s, and some cement will be required. For 
the water service a few ells and couplings will be sufficient 

And again we come to the matter of labor, all based on 
former costs for similar jobs, soil, depth to mains, ability 
of men, and amounts of material to be installed having a 
direct bearing upon the problem. 

We have completed the quantities, carried out the ex- 
tensions: now we add them together. Divide by the proper 
figure, based on overhead expenses for the years gone by 
and the desired profit, and secure our sales price. 

Our proposal is ready except for one thing. Thus far 
it has been a one man job. Now turn it over to some one 
else, the partner, bookkeeper or foreman; let him glance 
over the figures, verify the totals, and if everything is 
©. K. the task is completed with the possible exception of 
making out the proposal. 

That job is just out of the way when another prospect 
enters the store. His plan is very similar to the first one, 
but has certain added features, all of which must be taken 


into consideration 
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meter of doors and windows, and the way rooms f 

Using the Heating and Piping Contractors’ Rule, 
estimate the amount of radiation required. Then prey 
a sketch showing the outside walls and inside partit 
of the house; locate the radiators and the boiler, in 
the risers, radiator stubs and mains, note the sizes of 
various pipes and start the estimate. 

First the boilers, of ample size to be sure and certai! 
of standard make. Add for the concrete foundation 
needed. Then the amount of radiation in the vari 
heights, widths and patterns. The pipe and fittings 
taken from the sketch already prepared. The radiat 
valves and union ells. The pressure system appliances | 
gether with the thermometer and pressure gauge. T 
air valves and keys for same. The floor and ceiling plat: 

For the pipe and boiler covering we have the make! 
catalog showing the number of square feet of boiler su: 
face to be covered, and from the sketch we can compu! 
the amount of pipe to be covered. 


MORE LITTLE BUT IMPORTANT THINGS 
XHE painting of the radiators is usually a part of th 
‘T heating man’s contract, and where only a one or 
two-pipe job is required this is perhaps all right, but wit 
the majority of good installations requiring two and thre: 
coats to match other woodwork this becomes a task fo: 
the painter on the 





And with the 
preparations of 
these estimates, 
meeting and talk- 
ing to customers, 
handling the re 
pair crew, buying 
from some sales- 
men and not buy- 
ing from _ others 





job, and should be 
a part of the paint 
ing contract, 

It is easy ti 
measure the 
amount of smoke 
pipe required, also 
the cost of the coil 
which is to be con 
nected to the hot 








the day has passed 





away. 











AND THEN THE 


water tank, a valv: 
to control the sup 
ply of water to th: 








system and a valv: 





NEXT DAY 

AHE next day 
‘T is much like 
the first day except 
that right off the 
reel we are called 
upon to submit a 
proposal for the 
Plumbing and 
heating of a duplex 
or two-family 
dwelling. 

The estimating 
of the plumbing 
follows pretty 
closely the plan 
already described, 
but for the heat- 
ing it is necessary 





to go a bit further. 

A schedule of 
radiation has not 
been provided, so 
first of all we must 
take off the sizes 
of the room, the 
amount of glass, 











the amount of ex- qhe Cartoon which Mr. Warren prepared without knowing that this article 


posure, the peri- 





at the lowest point 
for draining. Th: 
installation of a 
thermostat or heat 
regulator is essen 
tial and should bi 
included. Then 
comes the oil 
waste, candles 
sundries, cartag: 
and labor, givin: 
us our total cost t: 
which must b 











and profit. 
Reading blu: 
prints, reading sp¢ 
cifications, compar 
ing one with tl] 
other, gettin 
prices from th 
wholesale houss 
comparing them :s 
as to use th 
lowest prices, 
battle of wits fro: 








morning unt 


(Continued on Paks 


was in preparation 6o) 











added overhead 
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A Mississippi Packet brought to this old 
plantation a shipment of Byers Pipe 


BOUT twenty s abn . every foot o 
Orleans, om the east bank of the about the new 
Mississippi, st a 2 om plan- hy. SRE 


tation. home of the 
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spectacle, for rt was cluttered with the ‘stance te rus th 


corpses of fever victims whe had died on when instal 
the way from Meruphis ren fives, may oy pended on t 
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Watch that fellow Kelly! 





This ad 
appears 


in the 
current 
issues of - 


House and 


Garden 


— 


House 


Beautiful 





— 


Country 
Life 


— 


Saturday 
Evening 
Post 


“Five Dollars and Fifty Cents” is the title of a little story revealing 
some of the secrets of Mr. Kelly’s rapid rise as a plumbing contractor. 
Mr. Kelly found a very unique way of getting business and improving his 


profits. 


riding around in a Rolls-Royce next.” 


even if 


A. M. 


“Watch that fellow Kelly,” 


you were not in the plumbing business. 


BYERS COMPANY 


oe 
oe 


his friends are saying, 
The story would be worth reading 


“He will be 


Send for it—it’s free. 


Pittsburgh, Pa. 
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plumber and steam fitter 
tells us thata line of gate 


i’ HE textbook ofthemodern 


valves all of which shut off tight does not 
exist. ‘“There aint no such animal.”’ 

That’s right—maybe. It was correct, 
until the new Flexitite Disc Gate Valve was 
developed and put on the market. 





UF y 


—, - pe i ——— 


You can now Eliminate 
“Leaky Gate Valve’? Worries 


OW all modern plumbers and 
steam fitters haverevised their text- 
books because the Flexitite Disc 


~~ 7 ° 
| O-B ‘I Gate Valve does shut off tight. When 
Brass Valves new, when old, when worn and torn, on 
are made in the following steam, on water, on gas, on air, on oil 


Flexitite Disc Gate Valves or on vacuurih 

si Seeded Neto Now, up-to-date plumbers and steam 
100 Ib. Light Standard No, 25 fitters are adding an entirely new page to 
Radiator Valves their experience. They are finding that 
echt ee ipciadacalia a never-leak gate valve can be used to 
Hot Water No. 40 better advantage in hundreds of places : 
~ ormes~ ecar--agaala where they have formerly used globe wilh 
siesdicatieedibsabiniads valves, in an attempt to insure against 
ee = leaky lines. Now, they do not cut down 
Renew- pressure by the obstructed passage ways 
-_ of globe valves. They are using Flexitite 

| : Disc Gate Valves. 
tb. Btandard No.1 No. 15 Are you having this same experience? 
ae It is profitable. Let us supply the in- 
Lock and Shield No.5 No. 5 formation to bring your textbook up-to- D 























the-minute. 


OHIO BRASS COMPANY 
Mansfield, Ohio 
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PORCELAIN INSULATORS LINE MATERIALS ~ RAIL BONDS CAR EQUIPMENT MINING MATERIALS VALVES. 























Advertising Editorial 








A NEW ONE EVERY WEEK—No. 215 


Remodel 


the bathroom — first 


7 ITH the spring folks begin to think 
/ of repairs and remodeling for the 
home. Start with the bathroom 


Many all 


marred by the 


otherwise beautiful home is 


fact that the bathroom doesn’t 
just measure “up to the other rooms. It is 


a much-used room and its importance to 


KEEPS you | the health of the family demands that it be 


FIT 


a 
Cray wh 
Have you 
read “The 
Story of 
the Bath?” 
There's a 
treat in 
store for 
you if you 
haven’t. In 
Teachers, 


particularly, 





properly furnished 

We invite you to view our complete dis- 
play of fixtures and acce ssories for the con- 
venient, beautiful bathroom. Or telephone, 
and we'll be glad to send someone to make 


recommendations 


this space your Name, 
Telephone, and 


will be in- Address) 
terested, It's 


free 











m their shelves. Are you winning confidence 


Try and Get It! 


ar ore al ; for some product that you happen to 


now of. but which isn’t advertised. Try and get it! Merchants do 
Because they know that 
sary to move the stocks 


in your community by 


ock products which aren't advertised. 


ertising wins the confidence which is neces 


rtising—or are you letting your competitor do it? 
('ee the Advertising Editorial service—12 illustrations for $4.20 


the copy you mere take from every issue of “Domestic Engineer- 
Rand . r in today and enlist the force of advertising in 
ivor 

‘ iwisten ‘ id t 1g I in your local newspaper is the 
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LETTER 
Week—No. 52 


ALES 


QO née @ 





\lmost everybody is thinking al 
cleaning and remodeling. Pick out a list of 
names of people who ought to have better 
bathroom equipment and send then 
lowing letter. Now is the time to go after 


pring business. 


Two Rivers, N. Y 
March 27, 1926 
Mrs. Edward Jones, 
Two Rivers, N. Y 
Dear Madam 
With the 
think of cleaning and 


spring most folks commence to 
remodeling the home 


We recommend that first consideration be 


given the bathroom Visitors are sure to 


comment when an otherwise beautiful home 


is marred by the fact that the bathroom 


doesn’t just measure up to the other room 
much used and its 
health of the 


that it be properly furnished 


The bathroom i impor 


tance to the family demands 


Drop in and see our complete display of 


fixture and accessories for the convenient, 


beautiful bathroom Even if your fixtures 


there are 
paper 
dishes, ete 


are modern, many accessories 


white toilet 
which add to the 


towel bars, toilet holders, 

seats, soap 

good looks of the bathroom, 
You'll be interested in seeing our complete 

stocks and we will appreciate your visit 

. truly, 

JOHN BROWN 


Adlet 


ONE A WEEK—No. 73 


Yours vory 


! i! t Sma let 
t 

hit rer 

for mn , 
sib t n't matter her het pace 
0 us ] irzge or sma ( o th Adlet 
below, add your name, addre ind telephone 

mbher and hand it to your local 1 per toda 





Remodel the Bathroom 
It’s the 


house let it 


most important room in the 
come first in your plan 


for spring remodeling Come in and 


ee our complete display of fixture and 


act essories. 
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All of these showers and fixtures have the improved 


Speakman Hi-Seat Valve 


H2460 
Deshler Bath Fixture 





H2476 
Du pon Tub Filler. 





ee 


Tee 


ee ee 


Bp» ill Th —e_ 


TH escutcheons on this valve adjust from 254 to 33¢ inches; the water-way has been enlarged and finished 
wall line 1s marked on body of the valve Valve seat is renewable. Washer is encased and is disc type. 


Like all other SPEAKMAN valves, this improved valve is made of a close grained casting, the brass being 
melted in electric furnaces where its temperature is under constant control. Through this method of melting, ; 
the brass is poured at just the time that makes the very best casting 


SPEAKMAN COMPANY 


WILMINGTON, DELAWARE 


SPEAKMAN SHOWERS | 


and FIXTURES 




















Utah Will Conduct Membership Drive 


Question of Permanent Office discussed and action 
deferred to next meeting. W’. A. Bywater, 


Salt Lake City, 


A. Bywater, Salt Lake City, Utah, was elected 
V \ president of the Utah State Association of Sani- 
® tary-and Heating Engineers at its regular quar- 
terly meeting in Salt Lake City on March 11th. Alex 


Mortensen, Provo, was chosen vice-president; J. W. Dud- 
Erskine, Salt Lake 
Her- 
new 


ley, Salt Lake City, secretary; P. P. 
City, treasurer; J. L. Rasmussen, sergeant-at-arms. 
bert B. Cromar, Salt Lake City, is chairman of the 
board of governors which also includes 
Parley Burt, Springville; A. E. Buckley, 
Provo; Morgan Lott, Lehi, and president 
Bywater. 

President-elect Bywater has had ex- 
tensive experience as an association 
executive, having been the first 
dent of the Salt Lake City Association of 
Sanitary and Heating Engineers, in 
which capacity he served several terms. 
He has also served as a member of the 
board of governors of the Utah State 
Association. He has been engaged in 
the plumbing and heating business for 
over a quarter of a century. Retiring- 
president Ambrose H. Higham and the 
other officers, who have labored in be- 
half of the organization, were given a 
vote of thanks for their services. Mr. 
Higham has completed two successful 
terms as head of the association. 


presi- 


The problems of securing greater 
financial support, more members for the 
State organization, and the matter of 
the National Association establishing a permanent office 
with a full-time secretary, were the principal questions 
taken up at the morning and afternoon sessions. In the 
evening a banquet and dance was held at the Hotel Utah 
for the members and their wives. 


RAISE ANNUAL DUES 

a retiring member of the board of 
| | ep aepsth introduced a resolution raising the an- 
nual dues from $7 to $15. Considerable discussion fol- 
lowed as to whether it would be better to raise the dues 
for each firm or to establish a one per cent tax on certain 
specified work. It was finally decided to levy an assess- 
ment of $25 on each 


O. MOE, Provo, 


firm for the coming year. 


MUST SECURE MORE MEMBERS 


HE question of securing more members is undoubted- 
Z ly the big problem before the State organization, ac- 
cording to the opinion expressed by various delegates. At 
present the association has about 50 members, which in- 
cludes the Salt Lake City and Utah County local, and in- 
dividual members in the smaller cities. Realizing that 
for the association to do the most good every master in 
the state must be a member, an active campaign to secure 
new members is to be conducted. The sum of $25 per 
month was voted to pay for clerical work. 








National Director J. P. Brickey 


elected president 


DISCUSS PERMANENT OFFICE 

OME lively discussion was started by the consideration 
S of the question of a permanent office for the National 
Association. Pomeroy Spencer, Salt Lake City, introduced 
a motion that the delegates be instructed to vote against 
the establishment of such an office with a full-time secre- 
tary. 

J. P. Brickey, National director of Denver, Colo., said 
that the National board of directors had 
spent considerable time on the problem 
; | and as yet were unable to see the way 


clear for financing such a proposition. 


He also felt that such an office might 
be to the disadvantage of the West, due 
to the comparatively few members in 


that section. 

President-elect Bywater expressed the 
opinion that such an office would make 
figurehead, and 
for the 
Association is 
successfully at present. 
Dudley, secretary of the State 


the president a 
that there 
change as 


mere 

was no 
the 
very 


necessity 
National 
operating 
J. W. 
Association, urged that if a full-time sec- 
retary 


state 


a local or 
also be a 


was an advantage to 


organization, he would 
benefit to the National. 

It was finally decided to lay the ques 
tion on the table until the June meet- 


ing, at which time the delegates to the 








National convention will be chosen 


NATIONAL COMMITTEES MAKING PROGRESS 

GENERAL summary of the conditions and problems 
A in the plumbing industry was given by Director J. P. 
Brickey 
made by the national committees on standardization, the 
and that 
in good 


He said that considerable progress was being 


plumbing code, code of ethics and other subjects, 
the 
better organization of 


business in general throughout country was 
the local and 
state associations, as the stronger these smaller groups 
become, the stronger is the National Association. Approxi 
mately 12,000 of the 30,000 masters in the United States 
are in the National, said Mr. Brickey 
have one apprentice in each shop 


labor is to be 


condition. He urged 


The masters should 
of skilled 
said the speaker. 
the 


if the supply 
maintained in the future, 
trade 


papers and the practicing of the Golden Rule, were also 


The establishment of ladies’ auxiliaries, reading 
Director Brickey. 

The advantages of greater use of the National seal were 
pointed out by J. W. Dudley. Other industries have great- 
ly profited through the extensive advertising of a national 
motto or that benefit 
would be secured if this were done in Utah. In addition to 


stressed by 


seal, and he urged corresponding 
signs being used on jobs, he pointed out that the National 
seal on cards, letter-heads, envelopes and other material 


would result in considerable advertising 


(Continued on Page 40) 
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| \ T Hard Rubber Compound 
LIN EX Toilet Seats 
Are the Seats You Have Always Wanted— Because 
They Will Remain Permanently White 


For years the accepted color for toilet rooms has been white. Bath tubs, Lava- 
tories, Water Closets and other fixtures have never been considered in any other 
color. 

WHY? The public has demanded that they be white for sanitary reasons. Surely 
a water closet seat should be white. While FLINTEX SEATS can be furnished 
in either BLACK or WHITE — eventually they will be WHITE only because 
public health will demand it. 








Every owner, architect and plumbing contractor has realized the unsanitary 
conditions of the ordinary toilet seat after only short usage. 


Open glue joints broken parts worn off finishes and stains are lurking places 
for filth and germs. 


FLINTEX SEATS will always remain sanitary because they are made of rubber 
compound vulcanized in steel moulds under hydraulic pressure and high tem- 
perature. They are moulded into one piece of solid rubber without joints and 


have a non-absorbent body. 


ASSURANCE OF ENDURANCE 


Under actual test FLINTEX SEATS have been cut and parts submerged in water for months 
without affecting the white finish or the rubber compound. Do you know of any other seat that 
will stand this test? Moisture has been the most destructive element to all toilet seats. 


POINTS OF SUPERIORITY 
Strongest hinging arrangement possible, and with the least exposed brass parts. Saddle hole 
pattern. No wood parts whatsoever. Can be furnished to fit any wash down, syphon jet or 
reverse trap bowl. 
GUARANTEE 

FLINTEX HARD RUBBER COMPOUND TOILET SEATS will stand more wear than any 
other white seat made. We guarantee to furnish a new part free of charge for any proving 
defective in five years usage. 


OUR OFFER 


We will ship to any Jobber or Plumbing Contractor, express prepaid, a sample FLINTEX 
SEAT. If unsatisfactory for any reason it can be returned with invoice at our expense. 


owen’ “THE JOHN DOUGLAS CO. onc. 


Cincinnati 
Since 1887 Manufacturers of High Grade Plumbing Fixtures rrenton 
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The new Honeywell 
15-20 day clock Ther 
mostat is greatly re 
duced in size and is a 
marvel of simplicity 
and accuracy 


Don’t Miss This 
To Sell Automatic Controls 


Every call to a home that still con- 
trols its heating plant by hand is an 
opportunity to sell the householder on 
the numerous advantages of auto- 
matic heat regulation. 


Chance 


When you install a domestic heating 
plant, when you are called in to repair 
or clean one, don’t miss the chance to 
secure this profitable business. 


The new Honeywell Controls are so 
simple, so reliable that they operate 
accurately with the utmost regularity. 
You realize this must be true when you 
discover that, of the important do- 
mestic oil burners listed as standard 
by Underwriters’ Laboratories, Inc., 
a majority is equipped with Honey- 
well Controls. 


Honeywell dependability means free- 
dom from service annoyances. The 
home without them is depriving it- 
self unnecessarily of an invaluable aid 
to comfort and convenience. 


Sold only through the regular channels 
of the trade. 


The Honeywell Heating Specialties Co. 
Wabash, Indiana 


HONEYWELL 


Temperature Regulators | 


| cups won at the recent tournament. 
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| tions. 


March 27, |926 


BANQUET LIVELY AFFAIR 

GOOD representation of the masters and their 

ladies was present at the banquet and dance. | 
ident Bywater spoke on the good that was being accom 
plished by the Ladies Auxiliaries of the Utah County 
Salt Lake City Associations. Mrs. Ralph D. Evans, p: 
ident of the Salt Lake City Auxiliary, announced that 
next meeting of that body would be held April 7th. Pri 
gifts, caps, hats and toys were given away, and some of 
the masters were selected to give imitations of other vi 


' 


= 


Henry Green as a newsboy; Charles Dietz as | 
Statue of Liberty; A. E. Buckley as a Charleston dan 


| and J. W. Dudley as a hod-carrier, were some of the ex 


| bitions enjoyed. J. 
| charge of the 


Se 


B. Keddington, Salt Lake City, was i: 
ceremonies. 


The next convention will be held the latter part of 


| May or the first part of June, depending largely upon the 


date of arrival of a Trade Extension Bureau field ma: 
The selection of the date and place will be made later |)y 
the board of governors. 


ADVOCATES UNIFORM BUILDING AND PLUMBING 
CODE 

Carl T. Doell was chairman of the Oakland Day lunch 
eon of the California Sanitation Development League of 
San Francisco, held on March 11th at the Hotel Oakland, 
and attended by over two hundred members and guests of 
the organization. A. Poulsen was sergeant-at-arms. 

Mark C. Cohn, director of the California Building and 
Housing Institute was the speaker of the day. He talked 


| of the advantages of a uniform building code for every 


state in the union. In elaborating on his subject he 
pointed out that materials which go into a building of any 
sort should be of the same quality and standard in every 
state That for a given number of persons in a given 
dwelling, the same number of plumbing fixtures are re 
quired in California as are required in Connecticut. 

He also pleaded with his audience to take an active 
part in the formation of that part of all building codes 
which pertains to their particular business. He said that 
it is only natural that the plumbing and heating contrac- 
tors should be the men to write the codes specifying the 
quality and number of heating and plumbing fixtures to 
be installed in any building, rather than have those mate 
rials specified by an attorney or a politician who knows 
nothing about them. In cases where members of the 
building trades have not taken an active interest in the 
formulating of new codes, the speaker said, it has been 
found that the authors have copied passages from old 
codes which have become obsolete. 

He contended that when a person buys a building, that 
person should have some assurance that the hidden mat: 
rials in that building are capable of doing the work they 
are intended for. Illustrating this point he mentioned 
the fact that all elevators have signs announcing that the) 
are regularly inspected by insurance companies, and many 
buildings have signs announcing that they are protected 
by the “Blank Detective Agency,” but that none of them 
have any signs which assure the purchaser that the bean 


| and hidden plumbing and heating pipes are of first c! 


quality. Laws requiring proof that a building had been 
constructed in accordance with a good code, he declaré 
would do much to help educate the public to employ o: 
qualified contractors, and to eliminate the dishonest 
builder. 

Norman W. Farlow, chairman of the League golf «: 
mittee presented to Anz Dalziel and M. E. Wangenh: 
Several musical n 
bers were presented by Miss Evelyn Previati, daughter 
N. J. Previati, master plumber of Oakland. 
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HEAVY DUTY REPULSION INDUCTION MOTOR : ay 
C WATER DIRECT FROM WELL 
‘ FEATURE STANDARD ON ALL 
| COMPLETE SYSTEMS 


~~ 


1% INCH BELT SURFACE le ~—/ 


SUCTION 
POSITIVE NON-PULSATING 
2 POLE AUTOMATIC SWITCH 


RELIEF VALVE BUILT 
IN DISCHARGING 


ale we” IN SUCTION LI NE 
BRONZE CROSSHEAD 


ne AIR VALVE TIME 


PROVEN RELIABILITY 
INTERCHANGEABLE PARTS = 


EXTRA LARGE OIL RESERVOIR 


se 
TWO BEARING CRANK SHAFT ~ Way ve 
~». 


> 


STRAINER PLUG 


<—_ 


REMOVAL OF SCREWS 
GIVES COMPLETE 
ACCESS TO VALVES 


rte rl STUFFING BOX 
SIVIN >-REASED VACUUM - 
ANO LONGER LIFE 


a 


ii 


OILDRAIN 3 


Fewer Parts Mean Fewer Service Calls 


Everite Pumps are a product of many years’ practical 
experience. Designed to give the user trouble-proof, 
satisfactory service for the lowest possible cost. 


For example, Everite Pumps have fewer parts than 
the ordinary kind. That means fewer parts to get 
out of order and require service. That means when 
you install an Everite it’s off your mind. No need to 
worry about servicing to shrink up your profits. 


Added strength at the important points and extreme 
simplicity of operation are additional Everite features 
that mean money to you. 


._< “1 


A : . ; ; 
_ Write us today and get full information 


ey TE 
aA le EVERITE PUMP AND MEG. CO. ath 
LANCASTER, PA. 
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WITH THE 
AUTOMATI«< 


Money and experience cannot make a better non-adjustable Syphon Air Valve. 


The “Dole” fills the demand for a non-adjustable, syphon, all-metal air valve— 
a valve embodying Dole thermostatic principles, quality materials and workman- 
ship and a valve that can be sold at a popular price showing a “long trade profit.” 


If you want a better air valve at a lower price, send for 
our diagram blue print showing detailed specifications. 


THE DOLE VALVE COMPANY, 1923-33 Carroll Ave., Chicago, Ill. 
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Heating and Ventilating a 
Church 


(Continued from Page 19) 


portioned according to the exposure of each section of the 


building and the conditions of service we have discussed. 
auditorium 
The chancel 

The 
chancel 


would consider the 
ft. high. 

30 ft. 
auditorium 


Following this plan, 
42 x 45 ft. in area and 
6 in. x 26 ft. 
or exposure 
sq. ft. For 
windows 5 x 8 ft. auditorium 
5 x 10 ft. of baleony 
chancel, 9 ft. 
784 sq. ft. 

Two air 


ling two air changes per hour, 


we 


9 


Om 


as being 
as 14 ft. 
wall surface 
3,660 


high. 
and 


in area and 
the 


gross 
of 
glass exposure we figure eight 
floor, 
round 


totals 


on eight windows 


floor and the window in the 


in diameter, making a total of approximately 


an infiltration loss equal- 
should all 
considered, 
B.t.u 


to cover 


changes per hour, or 


be figured for 
not 
the 


found ample 


when mechanical ventilation is 
shall speak later). Totalling 
quirements, will be 


any heat loss around windows and through exterior 


churches 
(of this we re 
this allowance 
walls, 
etc. 

We may say right here that it is not our purpose 
ularly to consider methods of estimating radiation as we 
with 

Our 


partic 


shall assume that our readers are familiar current 


practices and methods of figuring radiation pur- 


pose is to point out the necessary allowances to be made 


church heating requirements, and to show how 


should be divided and distributed 
to discuss such 


to cover 
the radiation 
to produce the desired results and finally 
details of boiler setting and piping requirements as will 
for the of 
heating system. 

For 
radiation by will 
to properly the the 
various phases of church heating, the use 


in order 


provide installation an efficient economical 


of 
su ffi- 


the 
rule 


amount 
be 
purpose 


assume that 
the Mills’ 
building. 


let 
determined 
warm 


our purpose us 
as 
cient For 
of covering the 
of the Mills’ rule for estimating 
thus 


accurate 


and the amount of radi- 
as well somewhat 


and 


as a 
B.t.u. 


suffice 
determining 


will 
of 


obtained 
method 


ation 
more losses 
requirements. 

the 


1,300 sq. 


auditorium 


it. of 


On a basis of two air changes hourly, 


and chancel will require approximately 


direct radiation for low-pressure steam heating, and in 
this connection, we may say that a modern or modified 
low-pressure steam system is probably. best adapted for 
the purpose owing to the fact that somewhat quicker 
results may be realized than from a heating system of 
any other type. How should this radiation be divided 
and placed in order to accomplish the work in the best 
manner and at the lowest expense for maintenance? 


This is the problem that should have our best thought and | 


the line 
height of 


of our former article, 
that the 
As we have already 


Note on Fig. 1 
floor 


attention. 
of the balcony consider 
ceiling under the balcony 11 ft. 
suggested, the turning or circulating of the air is a de- 
tail that must be properly considered if we are to obtain 
of the heat from the 
in motion by the radiators. 


and 
is 


the right distribution 
warm air 
sidering the height of the auditorium as 11 ft. 
balcony) we would have 20,790 cu. 


Con- 
(the height 
under the ft. of space. 
The exposed wall space of the auditorium under the bal- 
cony is 45 x 11 x 2, or 990 sq. ft. The eight 5 x 8 ft. 
windows under the balcony total 320 ft. of glass ex- 
To this exposure cubical contents 
(gross wall surface and the Mills’ rule 315 
ft. of radiation required which, according to the 


currents put 


sq. 


posure. cover and 


used) about 


sq. is 


— 
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A Standard of EXCELlence—EXCEL UNIONS 


are made with the utmost care and accuracy 
Only the finest materials are used. 
We use Briggs Standard Threads, always sharp 
and clean 

Ask your 


PROVIDENCE FITTINGS CO. 


New York Office, 210 E. 45th St 


EXCEL EXCEL UNIONS 


jobber about them 
7 Water Street 


Boston, Mass. 


i 





STRINGER 


E. H. Cast Iron Bungalow Stack 


With Bath Revented Through Basin Waste 
Where Wet Vents are 


For Cities Permitted 


See NOTE 


= 
a7 " Stack 85 
ions LIST PRICES 
ia ; Fig 
~— me i4« i SE 
i eee 
dist 240 .... 290 
1S “See | LOF cnc « 28 
@ 


20444444444444444444444464464464414464 


ia ia hh ah ind bp hi tt teh bb bh hb ttt tet dp bb bb bb ttt tp bd a a 


462 . 





$14.20 


saw: NOTE: Figs. 205 and 244C 


are made long enough to 
ive a spread of 27”--and 
oles scored may be cut off 
to meet any require 1 meas- 
urement less than 27”. Fig 
th Basin Waste, is adjust- 
ble from 15” to 18” with 
out any cutting. 





Ask your jobber for discount on Stringer Fittings 

Write for Catalog ““K”’ showing this and many other wet 
vent stacks, or Catalog “‘H” 
rately revented. 


showing each fixture sepa- 


STRINGER BROS. Co. 


1100 W. 38th Street 


Chicago, Ill; iii 


Chicago, Illinois 


Warehouses: Ala Factory: Gadsden, Ala. 
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Gurney BOILERS 


Eliminate Guesswork 


You can safely stake your 
professional reputation on 
the results obtainable from 
the right Gurney Boiler 
other things being equal. 






And the extremely wide 
range of Boilers comprising 
the Gurney Line makes the 
proper selection a simple 
matter. 









By ordering from the Gurney 
catalog you save both time 
and labor and ensure your 
customer a degree of efficient 
and economical operation 
which will not only give him 
complete satisfaction but 
lead him to recommend your 
work to others. 
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May we send you 
full details 
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uggested plan, would call for a little over 150 sq. ft. to 
be placed on either side of the church 

We have suggested that the radiation on the north side 
hould be increased by about 25 per cent, and should 
herefore increase the above amount to 185 sq. ft. for 
he north side of the auditorium and should place 150 
q. ft. on the south side. The character of the radiation 
ised and the amount of radiation in each loop or section 
will change the above figures somewhat. The window sill 
height will allow the use of 26 in. radiation and each 
section of a 26 inch. two-column radiator contains 2 2/3 
sq. ft. of surface. On this account, and to properly divide 
the total surface required, we should locate four fifteen- 
section radiators 160 sq. ft. on the south side, and four 
eighteen-section radiators, 192 sq. ft. on the north side, 
making a total of 352 sq. ft. of radiating surface to be 
placed on the side walls of the auditorium below windows 
under the balcony. 

Before we consider the location of the remaining re- 
quired surface we should study the requirements for the 
chancel. The chancel has 11,310 cu. ft. of contents, 780 
sq. ft. gross, of exposed wall and 64 sq. ft. of glass, and 
will require, normally, 128 sq. ft. of radiation. In order 
that the radiators in the chancel will be as tnconspicuous 
as possible, this radiator should be divided into two units 
and placed along side partitions. Standard height radi- 
ation can be used, therefore we should use two 16-section, 
2-column radiators, 64 sq. ft. each, placing one on either 
side of the chancel. 

Fig. 3 shows a plan of the auditorium floor and chancel 
with the radiators placed as we have outlined. The illus- 
tration also shows some further details and data regard- 
ing the work. This is given in order that the interested 
steamfitter may figure out the requirements in his own 
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FILL OUT THE 


CELLAR DRAINER_ 


’ ETTER in every way than even the famous Model “L’’ Penberthy 

Automatic Cellar Drainer, universally recognized as the best. 
More efficient, more economical, more adaptable for a wider range of 
installations than any cellar drainer on the market. 


The New Model “‘R”’ can actually be used with water pressures as low as 
10 to 15 pounds when higher pressures are not available —25 pounds pres- 
sure has always been the minimum heretofore. 


Then, too, it requires considerably less water for operation making it 
more economical where water supply is metered. 


} ] 
These, and many other features make the New [ Diet 
Model ‘‘R’’ Penberthy Automatic Cellar Drainer ARE DI 
an outstanding value—for it is no higher in price i * bon 
than the old model in the same sizes. * ip: 
Let us send you literature giving 


complete description. Order 
through your jobber. 


PENBERTHY INJECTOR CO. 


Established 1886 


1260 Holden Ave., DETROIT, MICH. 
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way, applying any particular rule he may be using or be 
familiar with, as it is only by checking up quantities and 
figuring in this manner that the most instruction may be 
had from following and considering these articles on heat 
ing a church 

As shown by Fig. 3 we have now placed 480 sq. ft. of the 
radiation required to warm the auditorium and chancel. 
Assuming that a total of 1,300 sq. ft. is required, we 
have yet to locate 820 sq. ft The details of this portion 
of the work and method of piping the job will be con- 


sidered in a future article, 


FURNISHER OF MATERIAL OR LABOR FOR LESSEE 
NOT ENTITLED TO LIEN 


HERE the owner leases his building and lots, under 
W. lease contract containing a provision that the 
lessee is to take the premises described, and keep the 
same in repair, and make such improvements as are neces- 
sary to meet his own convenience, at his own expense, 
and that it is further understood and agreed that the 
lessee is to leave the leased property in as good repair 
as when taken over by him, and to leave all his repair 
and work upon the premises at the termination of his 
tenancy, under such circumstances a materialman, furnish 
ing material to, or performing labor for, the lessee, in 
making such repairs or improvements, is not entitled to a 
lien on the premises of the owner, under and by virtue 
of section 7463, Comp. Stat. 1921, where the lessee fails 
to pay the amount due the materialman or laborer for 
such material and labor; the owner not being indebted 
at any time to the lessee for the making of such repairs 
or improvements Supreme Court of Oklahoma, in An- 
trim Lumber Co. versus Mendlik, 236 Pacific Reporter, 


422. 








NEW MODEL “R” 
AUTOMATIC 


G.U.8, PAT.OFF. 


Penberthy Injector Co., Detroit, Mich 

Please mail to me one of your handy desk pads 
gratis-—this offer holds as long as supply lasts 
Name 

Address 


City 












ATTACHED 
COUPON AND 
MAIL NOW 
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THIS IS HOW PEOPLE 


Partial Payment Plan helps sales 


The partial payment plan that so greatly helps sales ot 
automobiles, pianos, phonographs and many other prod- 


ucts, has been extended to heating equipment. 


Over 85% of all automobiles are bought on the partial 
payment plan; over 90% of the pianos; 90% of the 
phonographs; 90% of the washing machines, and 85% 


of all electrical appliances are bought in the same way. 

That is how people like to buy. And that is why 
Heating Contractors who are 
using this plan are seeing their 
business grow and their profits 
increase. 


3 “Ideal” Products 


Ideally Suited to the 
———  “ Partial Payment Plan 


bs «tn 
wy 
i 





The Ideal Vecto Heater, Ideal Arcola Heat- 
rape ing Outfit and Arco Tank Heaters lend them- 
: ' ‘ ! selves to this plan perfectly. 


i 
o Thousands of people who have thought 


z . . they could not immediately invest in Ideal 
ey % ance i os Vawe a heating equipment are now able to enjoy at 

once the comfort of healthful warmth, or the 
convenience of abundant running hot water 
because they can spread their payments over 
ten months. 














This plan actually gives dealers cash for their work at once. Some Heating 
Contractors had the idea that it would be necessary for them to carry accounts 
for many months, possibly a year. The exact reverse is true. Instead of grant- 
ing extra time, the dealer gets immediate cash from the Finance Corporation, 
and this capital can be employed in extending his business scope and facilities! 
Is it any wonder that thousands of dealers have taken advantage of this plan 
and are on their way to better location, better equipment, bigger business, 
bigger profits, bigger success! 





YONDA ; 
SMOKELESS j D ct } 
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LIKE TO BUY 


You sell on credit — and get cash! 


To the purchaser, the Easy Payment Plan brings im- 
mediate enjoyment of comfortable warmth and abundant 
hot water without the necessity of spending at once his 
entire emergency savings bank account. 

Many home owners have never had this equipment 
put in because year after year they have not had enough 
money in the bank to pay for it all at once. And now 
merchants find these same people are willing to set 
aside a small payment each month. 


You get your cash at once 





Although the owner pays only a portion of 


the cost at the start, the Heating Contractor Over - 
gets his money right away. In almost every 
case he gets his money long before he would 500 million 
have it, were it the ordinary open account. : 
advertisements 
Ask for literature and 
direct mail service to tell prospects 
We shall be glad to supply you with a book- about the 
let and forms explaining the plan and to give 
you a supply of leaflets to hand out to your easy payment 
prospects. 





We shall be glad to mail illustrated let- plan 
ters, featuring you to your prospects, The 
coupon will bring you complete informa- 
tion, if you will mail it at once. 














AMERICAN RADIATOR COMPANY 


Showrooms and sales offices: New York, Boston, Providence, New Haven, Newark, Philadelphia, Baltimore, Washington, Richmond, Buffalo, 
Pittsburgh, Cleveland, Detroit, Cincinnati, Atlanta, Chicago, Milwaukee, Indianapolis, St. Louis, St. Paul, Minneapolis, Omaha, 
Kansas City, Denver, San Francisco, Los Angeles, Seattle, Toronto, London, Paris, Milan, Brussels, Berlin 





Makers of IDEAL BOILERS and AMERICAN RADIATORS and other products for heating, ventilating and refrigeration 


AMERICAN RADIATOR COMPANY 


Direct Mail Advertising Dept. 101 

1807 Elmwood Ave., Buffalo, N.Y. 

GENTLEMEN: Please send me information on the Par- 
tial Payment Plan and on your Direct Mail Service to my 
prospects. 





Very truly yours, 
Name____ -saieisdiiinaailtaas _— 


PEERLE Address —_ snceaanenanisian 


@ L ss 
RADIATOR 
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A gigantic propeller, built to 
plow and churn the ocean, 
was recently cast in one 
solid chunk of Bronze 
weighing 27 tons, for the Steamship 
Leviathan. After machining, it weighed 

20 tons. 





20 years from now it should still 
weigh 20 tons, since Bronze 
Metal is not affected by the 
wear of water. Any metal 
that will stand such 
treatment deserves 
the interest of the 
plumber. 





Bronze Fixtures Sold Through Jobbers. 


The Morgan Combination Laundry Tray Faucet is 
constructed of a one-piece Bronze Metal body, which 


insures a rigid fixture. The Morgan Bronze Co. 


This simplicity of construction makes a quick and 
easy installation. Cleveland : : H Ohio 


M4 LCO) RAG /S 


HIGHEST GRADE PLUMBING FIXTURES IN THE WORLD 

















MARKETS © 


BUSINESS CONDITIONS IN 


LEADING JOBBING 


CENTERS 








CHICAGO 


With March nearly over, and April near, manufacturers 


of plumbing and heating materials are commencing to 


take orders for spring construction needs The buying 
movement is continuing its pace, and jobbers seem to be 
building up fairly large stocks. At the same time, cur- 


rent small orders continue to maintain a good volume. 


Suilding operations are beginning to take place in larger 
numbers, and the increased need of roughing in materials 
is being felt. 


Price conditions are in very good shape, most com 
modities maintaining a steady market. There have been 
no changes in price during the last week, and it is re- 


ported that most manufacturers are holding their quoted 
This is especially true of proper, al 
though, of course, exceptions are noted in some parts. 


prices. Chicago 

Master plumbers, while not doing a great deal of actual 
work, are busy figuring, and expect plenty of work to be 
done in the next month or two. Building permits for the 
week bear out this idea, as 270 permits were issued this 
800, as against 377 permits and 
The 
larger total is 


9”7 


week for a total of $6,027, 
$5,714,900 for the same week last 
permits for a 


year indication 
from the smaller number of 
that what building is to be done will be of a larger type 


rather than residences or small apartments. March, the 


boom month of building, is showing greater activity in 
1926 than in last year, which was considered the best 


year in history in terms of quantity of work Those opti 
mists Who predicted a good year at the beginning of 1926 
seem to have been right, as indications are that even 
more building is to be done than was expected, and archi 


all busy on contemplated projects amounting to 
Jobber 


orders placed for covering on contract 


tects are 


plenty of future building report a number of 


ituation in Chicago is prudent 


reflected 


In general, the business 


and orderly, and this conservative 


in great 


movement is 


part by the activities of the plumbing and heat 


ing trades 


Another angle of the advent of spring is the remodeling 


activity of many property owners in anticipation of the 
moving season Master plumber are figuring on this 
work, and in many cases are beginning operation 
Soil Pipe 

One manufacturer states that the soil pipe market is 
on a firmer and more whol me basis than it has been 
in four years With the recent price adjustment of a 
southern foundry, all manufacturers are on the same 


level. Jobbers are calling on specifications on short no 


tice, indicating that their stocks are probably getting low, 


and that a buying movement can be expected in the near 
future Prices are unchanged at the present base, and 
deliveries are good in most case 


Steel Pipe 


demand is the biggest factor in the 


Although 
steel pipe market, the requirements 


current 


are of large enough 





RUDENT and orderly conservatism is the reign- 

ing keynote of the week’s activities in the plumb 
ing and heating field. In nearly all parts of the coun- 
try, most manufacturers are holding their prices to 
those quoted, and very few reports of price cutting 
proclivities have been received. Most members of the 
trade have taken an optimistic viewpoint for the 


future, and a feeling of confidence in general condi- 








tions has pervaded most sections of the country. 
Jobbers have in a good measure been building up 
their stocks to a good working level, as with the com- 
ing of better weather, increased needs have to be met. 
Jobbers have been increasing the ir business almost 
daily in most sections. 
part working at good capacity on business taken earlier 








Manufacturers are for the most 


for delivery now. Some orders for future delivery 


are being made, but for the most part shipping has 





been for current requirements and against specifica- 


| tions 


CONSERVATISM MARKS GENERAL OUTLOOK 


Large building operations are he ginning, and archi 
tects are making plans for more. Master plumbers 
are busy figuring jobs, but as yet there is not a great 
deal of actual work being done in most center Delay 
in the arrival of favorable weather conditions has 


caused some delay in the influx of work, but there is 


plenty of work in sight, and this should be on its way 
2 4 1 

to completion in a short time 

One range boiler manutacturet ued a ew eet 
] =. » I _ | : . 9 sarhieel +1 . 
during the last week, prices on which are the same 
as shown on the June, 1925, sheet, with the exception 
of boilers 66 gallons capacity and larger which were 
re priced down to correspond with current prices 
quoted by other lhe mayorit if ranve | er manu 
facturers, however, are firm at the new advanced 
prices announced three weeks ago. There have been 


no other changes in price. As a rule the market 1s 


and 


the plumbing 


firm in all other commodities in 


heating industry 
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N looking at the T/N One-Piece 
Water Closet the eye immediately 
conveys many distinctive features. 
One of the many principal advantages 
not apparent at a glance is its QUIET 


OPERATION. 


No other water closet 
combines all of these features: 


Oniy two connections — outlet from bow! and 
supply to tank. 


Powerful centifrugal flushing action and 
thoroughly cleansing. 


Cover fastened to tank. 





Fittings specially designed, highest quality 
and workmanship. 


White or mahogany finish seat, as desired. W. A CASE x SON MFG CO 
Non-overflow. s ‘ : 

saan 220 DELAWARE AVE. BUFFALO, N. Y. 
Packed complete in one crate, including seat. POTTERY: ROBINSON, ILLINOIS 














N 
WATER CLOSET 
SILENT NON-OVERFLOW 


TRADE MARK PATENTED AND PAT. PENDING 


—_____ 


NE PIEC 
—n} 
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that jobbers are increasing their 
Production is good, and mills have enough stock 
Little forward buying 
from the trade 


unchanged. 


juantity to indicate 
stocks. 
on hand to assure good delivery. 
is being done, but demand 


increasing. Prices remain 


seems to be 


Wrought Iron Pipe 

Mills are shipping a fair tonnage 
states that 
tributing 
company. 


One manufacturer 
other dis- 
for his 


replace- 


the Chicago district surpasses any 
for March 


stocks, 


center in amount of orders 


Jobbers are maintaining fair 
Prices are unchanged 


Enameled Ware 


ments necessitating some buying. 


Specifications of master plumbers are requiring jobbers 
to add to their stocks, which are being maintained at a good 
Most 
Manufacturers as a 


level. orders are for current requirements, how- 


ever. whole good stocks on 


hand, and are able to take care of orders in a short time. 
Enough finishing work is 


have 


being done to keep demand 


satisfactory. Prices remain firm and unchanged 

Pottery 
Very little forward buying is being done to any extent, 
being immediate 
maintain a 


most orders placed for 
good There has 
change in prices since the recent revisions on some staples 


of vitreous china For the 


requirements, 


which quantity been no 


lavatories most part, potters 


are able to ship promptly 


Plumbers’ Brass Goods 
Jobbers are renewing their stocks in anticipation of 
spring requirements, as well as doing some buying to 


Manufacturers are for 
promptly. 


keep abreast of current demand 
the most part in 


remain steady and unchanged. 


a position to deliver Prices 
Range Boilers 

Although very little buying is being done at the present 

prices, manufacturers are busy for the most part on pro 

Cur- 

fair volume moving. De- 


duction for orders placed before the rise in prices. 
rent demand is still keeping a 
liveries are good on nearly all sizes. One manufacturer 
recently puti out a new which 
June, 1925, sheet, with the exception that the larger size 


Other- 


sheet, is the same as the 


boilers, 66 gallons or over, are lower in price 


wise there has been no change in prices 
Boilers and Radiators 

The volume of business being done in these commodi 
ties, while not 


for this season. 


large, is a bit ahead of the usual volume 
Makers report a good number of orders 


being placed on definite contracts. Prices are unchanged. 


NEW YORK 


Activity in the building line is the chief characteristic 
of the market in New York City and vicinity this week. 
This is particularly true of big buildings, a record having 
been made of the letting of contracts for nineteen build- 
ings costing $2,000,000 or more each during the 
As practically all of these contracts provide for immediate 
or early beginning of work, the letting of these contracts 
in the asking of estimates for roughing in 
In fact, one pottery manu- 


week. 


should result 
material in the near future. 
facturer states that it has already been reflected in re- 
quests for figures on material he has received, although 
pottery is almost the last thing installed by the plumber. 
The 
tone as 


increase in business. 
improved 


Many jobbers report a daily 
psychology of the market shows an 
weather conditions improve. As an example, one manu- 
facturers’ represéntative who was refused an order by a 
jobber last week because the jobber’s buyer stated weather 
adding to his stock received 
April 1 


conditions did not warrant 


a large order for shipment on from the same 


buyer through the mail this week. 
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Soil Pipe 


Some of the leading foundries now believe it will be 
May 1 befere shipments of orders for soil pipe now on 
their books are completed, and predict that current buy 


ing, now very light, will not get under way in large vol 
ume until the latter part of April Deliveries can be 
made by most makers in a week to three weeks. Foundry 


prices are firm and unchanged 


Steel Pipe 
noted by who find the 


More activity is manufacturers 


number of orders for early shipment are increasing, but 
also note that the average size of orders has not increased 
Firm prices from the 


iobbe than 


Deliveries can be made 


mills prevail, with stronger quota 


from were in effect a few veeKk iZzo 


tions 


promptly 


Wrought Iron Pipe 


As the season progresses, orders for wrought iron pipe 


are coming in a little faster and are often of larger vol 


Mills are not ac tocks, as no immedi 


W holesalk 


Price have not 


ume. umulating 
ate rush of 


being kept to minimum working level 


orders is anticipated stock are 
Deliveries are 
Enameled Ware 


increase in 


changed prompt 


demand is reported by one 


little 


A slight urrent 
manufacturer, 
ago, trifle less 
the rule 
up by jobbers in 


finding change from a week 


than 


others 
call for material was 
held 


being made Price 


when a normal 


Many releases against shipments that were 


February are now 


generally have not changed Deliveries can be made 


promptly 
Pottery 


Orders for jobbers’ stocks continue to be light, but 


considerable activity caused by the letting of contracts for 


big buildings continues. Shipments are below those of a 


year ago Prices are firm and unchanged Deliveries of 


staples can be made promptly 


Range Boilers 


It will take some little time for jobbers to use up all 
boilers now on order, and current buying is therefore not 
large. Jobbers are selling a normal number of range 
boilers. Deliveries can be made promptly One manu 
facturen has recently issued a new sheet, quoting price 
the same as of last June, except that larger ize are 
lower 

Plumbers’ Brass Goods 
Demand continues seasonal for both cast and tubular 


brass, with shipments against contracts amounting to a 


good volume. No price changes have been reported, firm 


ness in cast bra quotations still being evident Most 
makers are able to ship when wanted Wholesalers are 
still not building up stocks 
Boilers and Radiators, 
Demand is in accordance with the season, and little 


current buying is being done Manufacturers, however, 


expect first quarter figures on shipments to exceed the 
same period of 1925 Prices generally are firm and un 
changed Immediate delivery can be made 
PHILADELPHIA 
” FP shu d 

The usual spring influx of business is being delayed 
in the Philadelphia district, and as yet neither contractors 
jobbers nor manufacturers are finding business a uni 
formly good as they hoped it would be during the first 
quarter of the year. As stated in our report of a week 


ago, widely varying conditions are quoted in various sec 
includ 


ections 


tions of the territory, with the southern 
ing the large cities of Baltimore and Washington appar 


ently enjoying the best business in proportion to popula 


tion of any part of the district 
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Your catalog 1m this Directory places it in the hands of the W 
people you wish to reach. The book has @ national circulation C, 
among wholesalers of plumbing and heating supplies, as well as ar 
a large number of the contractors. It means that your catalog ar 
will be on the buyer $ desk all the time instead of on @ shelf or 
in a file most of the time. 
Your catalog pages can be revised each year and kept up to to 
date for only @ fraction of the cost of a new individual catalog. la 
m 
m 
To the Buyer ‘ 
pi 
a 
If you are familiar with Domestic Engineering Catalog 
Directory »° further comment is necessary: You have joined 
the army of enthusiastic users who invariably want the latest 
X edition. If you are not using the book you do not have the g 
most complete buying facilities obtainable. tl 
The 1926 edition contains 1976 pages of information vital to the 3 
industry: 1291 pages are devoted to the condensed catalogs of 
450 manufacturers, with some 13,000 illustrations. The Classi- 
fed Section lists overt 2,000 articles used in the trade, together 
with trade names and names of the manufacturers. The entire P 
volume is comple tely indexed and crossed for easy reference. C 
. 
‘e 
‘ Standard catalog size 134" x 105," b 
Bound in Fabrikoid (imitation leather) 
yi Price $5.00 @ copy, prepaid 




















March 27, 1926 DOMESTIC ENGINEERING 


> to the Entire Industry 


Domestic Engineering Catalog Directory is compiled especially for the 


plumbing and heating trade. Its purpose is to serve every branch of the 


industry—the manufacturer, the jobber and the contractor. It is the direct 
point of contact between the buyer and seller of plumbing and heating ma- 
terial and supplies. 


A constantly increasing number of buyers in all parts of the country are 
using this Directory as a purchasing guide. They look for, and expect to find 
in it, the catalogs of all manufacturers whose lines they handle. A great 
many concerns realize this fact and have taken advantage of the opportunity 
of condensing and reproducing their catalogs in the Catalog Section. More of 
them are coming in right along as fast as they understand it is the kind of 
service their customers want. 


One of the great advantages to the manufacturer of having his catalog in- 
cluded in Domestic Engineering Catalog Directory is the fact that it is 
kept constantly before the quantity buyers of plumbing and heating supplies. 
When the buyer is interested in a certain product, he turns to the part of the 
Catalog Section where the pages of the various concerns who make the article 
are grouped. There he finds just the data he wants, bound in the book, all 
arranged in concrete form, when he is ready to buy. 


Catalogs shown in the Directory are completely revised and brought up 
to date in each edition. This gives the buyer the assurance that he has the 
latest available data from which to place his orders. To have his catalog 
material bound under a single cover and thoroughly indexed saves an im 
mense amount of time in looking up individual catalogs or writing for new 
ones when they are out of date or misfiled. The manufacturer can keep his 
pages right up to the minute, whereas the expense of revising and bringing out 
a new individual catalog each year would be prohibitive. 


Domestic Engineering Catalog Directory is a catalog file and purchasing 
guide combined in one volume in the most convenient form. It simplifies both 
the selling and buying problems. It helps the manufacturer to cut down his 
selling expense and makes it easier for his customers to buy his product. 


Manufacturers who are not yet participating in the service are overlooking 
one of the best, most modern sales opportunities ever afforded them. A com- 
plete catalog with all necessary buying information can be condensed into a 
comparatively small number of pages and reproduced in this Directory at a 
surprisingly low cost. This means the distribution. of the catalog, bound in 
the Directory, to all wholesalers in the country and assures its occupying a 
prominent position on the desks of the buyers. 


Write for complete details of our Directory Plan. 


Domestic Engineering Co. 


1900 Prairie Avenue 33 33 Chicago, Illinois 
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The comparative rcity of jobs for tl heating cor 
tractor and master plumbe ré lting in keen compe 
tion among many firm and consequen hopping b 
the contractor who secure the yb when the go int 
the market for material While the better jobbers are 
reported to be refusing busine of this character that 
OF not yield a profit I rat 4 k x] mer in 
dising, comy I of lack of pr t r e wholesaler are 
n be g prevalent with tl general wholesals 
price tructur I ! not trong t wa the lat 
ter part of 192 
Soil Pipe 
Current demand i bber ll have nsi¢ 
erable pipe on order Shipments against mtracts are in 
fair volume I ippear firm on the established level 
Steel Pipe 
Mill stock re large enough to make immediate deli 
ery of all pipe I lb er vho are b ng for ir 
mediate need r 4 d nd j not } hipmer 
from the mill I I lu Price ha not 


changed 
Wrought tron Pipe 


. : 
\o increase in the lig! 


t demand which has characterized 
this product is a vet 
1t low 


Enameled Ware 


Wholesalers have not a heavy demand for enameled 
ware, and in turn are askir for only small quantitie 
from the manufacturer i few obbers are auticipatin 
tI r need Price I re unchanged f 
torily early shipments can be made 

Pottery 

One of the smaller potterie making only staple } 
had a slight increase in busine but in general maket 
find that only normal nount of pottery for Mar 
being shipped into this district No price change have 
been’ announced Prompt delive the rule 

Plumbers’ Brass Goods 

One cast brass maker with enough business booked to 
keep hi plant busy for another three montl i now 
getting a trifle behind on deliverie Those jobt 
did not cover at last fall lower price ire b I for 
immediate needs only The total volume of both cast 


good hipped j atistactory 


Boilers 


Ps 
Range 


Conditions have changed little from a week ag when 
g00d shipments against old contracts, with little current 
demand, was the rule A new sheet carrying last June 
prices has just been issued by one maker Sixty X ga 
lon and larger boiler were repriced lower, howevy 
Deliveries are be made promptly 

Boilers and Radiators 

Both manufacturers and jobbers are able to take care 
of all orders promptly Current demand is not heavy 
Price have not changed 

7 iVWV ‘ Y . Y 
NEW ENGLAND 

The unsatisfactory condition of the weather and poor 
condition of road appear to be holding back busine 
activity While there is still a fairly good volume 


business being done and 
doubt that 


if weather conditions wer 


many figured, there 
in 


to permit the 


plans being 


is no there would be a material increase 


activity 


such as 


carrying on of many of the projects now ready to start 


a good tonnage due to the 


taking 


Manufacturers 
fact that 
than 


are moving 


jobbers are 


the case 


into stocks more material 


has been for several months 
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Generally business is good but not brisk ar 


speaking 


the condition is “spotty.’”’ In some sections of this terr 
to! plumbing and heating contractors report good 
t while in others the report is that conditions ar 
and unsatisfactory All of the stories, howeve: 
reach the same point—-that is, that there is plenty 
rk in sight, a lot of figuring being done and that whe 
er conditions permit there will again be a retu 
to former activity Prices are firm and steady in m 
commoditie and little cutting is heard of Manufa: 
urers are working at good capacity at present, most] 
on old busines A good steady flow of material in smal 
lots is still taking place and there are many orders al 
ready entered for future shipment Jobbers’ stocks 
vell filled and assorted, and all orders are being cars 


found in 


No difficulty is 
to 


for promptly when needed 


curing material needed Prices appear have settle 


levels that assure safety in buying, and a better feeli: 


if confidence in general conditions is the result 
Soil Pipe 


Jobbers’ stocks are ample to take care of all demand 


which is steady and for small lots. Direct shipment o1 
ders are heavier than for some time, although pra 
tically all business now being done is at the old bass 
Mo obbers are covered for at least the first quarter: 
nd little new business at higher prices has been place 
according to reports Jobbers’ prices are fairly firm and 


steady 
Steel Pipe 


Mill reports indicate a slightly heavier demand by jolt 


bers, and require a good stock to be held awaiting ship 
ping orders in yards of manufacturers Shipments ars 


going forward steadily and in good quantity. Price 


have not changed and buying is still for needs rather than 
for stock. All requirements are being cared for promptly 


Wrought Lron Pipe 
stocks beins 


the 


A fair 


held at 


with jobbers’ 


from 


demand is showing, 


good working levels by releases mills 


No large quantity is changing hands, but a satisfactor 
movement continues, with no difficulty in securing a 
goods needed Prices have not changed 
Enameled Ware 
Demand on the jobber is steady and for many smal! 


lots that total a good tonnage Jobbers’ stocks are 


but are ample and well assorted in order to rende! 
to 


heavy 


prompt service the trade. Manufacturers are having 


a steady call from jobbers for assorted shipments to keep 


not 


stocks ahead of requirements, and there is good but not 
unusual activity in this commodity. Prices are firm and 
unchanged 
Pottery 

Price show a steadiness and strength that fosters ths 
piri of buying Manufacturers have good stocks on 
hand and jobbers’ orders, which are well assorted, ru! 
into very good volume at present Buying by the trade 
consists of specifications for real needs. All goods ca! 


be obtained promptly, and apparently all buyers feel that 


Actual 


ther is no necessity of carrying stocks. need 
however, absorb a good tonnage. 
Plumbers’ Brass Goods 
Manufacturers as well as jobbers are feeling a fair! 


heavy demand. Business is good in this commodity, esp¢ 
cially for cast brass goods, and manufacturers are work 
ing at good capacity in the desire to have material « 


as needed Prices show a steadiness and strengt! 


greater than for several months past. 
Range Boilers 


of galvanized 
although 


manufacturer range boilers is 
old of the 


working on the basis of the recent higher qu 


(one 


quoting lower prices, practically all 


others are 
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tations Business is not brisk, however, as most of the 
jobbers have already covered on the basis of the prices 
during the break in the market Actual needs are the 


bulk of the business being done, and at present these 
are not heavy One manufacturer recently issued a new 
sheet which corresponds to the June, 1925, sheet, with 
the exception that the larger size boilers were reduced 
to correspond to the current prices quoted by other makers 
Deliveries are good. 
Boilers and Radiators 

This is the “in between season’’ and the demand for 
boilers and radiators is comparatively small. Orders en 
tered for prompt shipment are being taken care of 
without difficulty out of manufacturers’ and jobbers’ 
stocks, and the fact that a good volume of new business 
for future delivery is being placed indicates continued 
good activity in this commodity. Prices are steady with 


no change, 


PACIFIC COAST 


There was no appreciable change in Coast business dur- 
ing the week and conditions are normal for this period 
of the year. Practically all of the trade is optimistic as 
to future business, and the normal growth of population 
on the entire Pacific Coast assures the trade of fairly 
satisfactory business to come 

Soil Pipe 

There is a steady demand for this commodity, and while 
sales are not in large lots the total amount sold by the 
various dealers amounts to considerable tonnage. Job 
bers’ prices to the trade remain unchanged and are hold 
ing firm. 

Steel Pipe 

This commodity continues to move in a fairly satisfac 
tory volume, and, considering the period of the year, the 
demand is about norma! Distributors generally have 
ample stocks and prompt deliveries can be obtained on 
mill shipments Prices remain unchanged 

Enameled Ware 
There continues a good demand for this commodity, and 


jobbers as a rule have sufficient stocks on hand to take 


care of present requirement Prompt deliveries can 
be had from Coast factories and manufacturers’ ware 
houses on practically all pattern Prices are firm 
Pottery 
The demand for this commodity showed very little 


change during the week, and sales continue in small lots 
for immediate requirements only. Jobbers generally have 
ample stocks on hand and prompt deliveries can be ob 
tained on nearly all orders Prices remain unchanged 
Plumbers’ Brass Goods 

This commodity continues to be in active demand. Dis- 
tributors generally have ample stocks and prompt deliv- 
eries can be obtained from either Coast or Eastern fac- 
tories in practically all lines Jobbers’ prices to the trade 
remain unchanged, and are still soft in some jobbing 
centers and firm in others, 

Range Boilers 

There was very little if any change noticeable in the 
demand for range boilers during the week Jobbers’ 
prices to the trade were advanced during the week in 
ome of the Coast jobbing centers and are now in line 


with replacement costs 


J. W. Wood, Biddeford, Me., has been awarded the 
plumbing contract, and Arthur B. Files, Portland, Me., the 
heating contract on the new Nurses home at the Webber 


hospital, Biddeford. 
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The Metal Market 





The Stock Market 


Quotations furnished by Frazier Jelke & Co 
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Enameled Ware 


Bath Tub Shipments 
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3athtub Shipments Steadily Increase During Four-Year Period 


—“ HE mpanying hart shows bathtub shipments was the largest, in point of volume, of any year in his 
for the last four years It is based on figures com- tory. 1,325,517 bathtubs were shipped during that period 
piled by the Department of Commerce. The index Shipments during January, 1926, which are not shown on 


n the les of the chart represent thousands of the chart, were slightly under those of January, 1925, but 

I possible to read directly from the chart this fact is not taken by manufacturers to indicate a re 

f bathtub hipped during any month or cession during the balance of this year. On the contrary, 

nth nee 1922 The 1913 average is, also, given for all are very optimistic about prospects for the remaining 
purpose f comparison. As can be seen, the year of 1925 months of the year 


Enameled Ware Prices Steady for Three Years 


™ HE accompanying chart on bathtub prices is an ac 1926, is eonstrued as an advance in prices. In compiling 

curate record of the movement of prices in the’ this chart, the prices which have been in effect for so 

n ed ware industry for the past five years long were taken as 100, and the index numbers indicate 

nee April, 1923, no change has been made, unless the the relation of the prices at other periods to the 100 aver 
ange in yearly quantity rebates, announced the first of age 
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Enameled Ware 
Prices of Bath Tubs 
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_ Never Split 


Woop Toitet = 


SEATS 6 
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The famous bolted joint construction 


can’t be used with any but the finest 
material 


It is significant that al- are tightened so tight that 
though this bolted joint con- the washers sink into the 
struction is not asecret and wood: You will readily 
the patents have long since understand that only the 
expired, only the Never- finest quarter-sawed lumber 
Split Seat Company uses it. can be used. An inferior 
It requires material too lumber couldn’t withstand 
fine for ordinary seats. the strain of the bolts. 


Never-Split Seats are fash- For greater durability, for 
ioned in four sections. longer service, the certain 
These sections are joined satisfaction of your custom- 
together by four bolts con- ers, and the upbuilding of 
cealed in the wood. After your business Never-Split 
the bolts are in place, they is the seat to sell. 


NEVER SPLIT SEAT COMPANY 


Dept. 23, Evansville, Ind., U. S. A. 
Founded 1905 





The Largest Manufacturers of Toilet Seats in the World 


Mention Domestic ENGINEERING when writing advertisers. 
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Which Venting is Right? 


(Continued from Page 24) 





—as if your name 


length of all horizontal waste pipes, whether vented or 


not 
were on each valve “The committee has given attention to the subject ot 


antisiphon, nonsiphon, or resealing traps, as they ar 
In the opinion of many of your cus- called Practically all traps, except the plain traps already 
tomers, the responsibility for valve per- 
formance rests on you as definitely as 
if your name were on each valve. 


mentioned, niay be included in this class. There are many 
different kinds, many of them patented and more expensiv: 
than plain traps. They are supposed to resist siphonag: 


Since this is the case, let yourself be better than plain traps by reason of having a deep seal, a 
represented by valves made for the greater area or volume, tortuous passages for the water 
maximum service, not merely the projecting lips, partitions, or, in some cases, moving parts 


average. Let your valves be Jenkins 


The best of the resealing traps when clean resist siphonage 
Valves. 


more than a plain trap of 2 to 4 inch seal, and this may 


The Jenkins “Diamond” stands for be the case even when slightly fouled. When more com 





valves with the reserve strength to pletely fouled, this resistance to siphonage rapidly lessens 
resist pipe strains valves well made Properly designed resealing traps unvented and clean re 
from the best metals, and tested to sist back pressure somewhat more than unvented plain 
allow a wide margin of safety. traps of the same depth of seal, but the difference is not 
, ia sufficient to justify their general use without vents. Their 
ig. Ie ocrewed ¢ 
Jenkins Standard JENKINS BROS. greater complexity causes them to clog more quickly than 
Bronw Globe : 
Ba 9) ete. New York, N. Y. plain traps, and, if clogged, they are less easily cleaned 
524 Atlantic Avenue Boston, Mass. by the householder and can not be thoroughly cleaned by 
133 No. Seventh Street . Philadelphia, Pa. 
646 Washington Boulevard . Chicago, III. the usual method of using a force pump or plunger. Lack 
JENKINS BROS., LIMITED of standardization of these traps makes replacement more 
Montreal, Canada London, England 


troublesome and expensive. The supposed advantages of a 
— - —-—- resealing trap lie in the fact that greater resistance to 





iene oil rs the” Diamond” | siphonage makes it possible to omit some of the vent pipe 
commonly installed and to use longer horizontal unvented 

—— . waste pipes and thus secure greater freedom in the loca 
ance eS tion of fixtures. Long unvented horizontal runs, however 


are in themselves objectionable. 





“As before stated, the efficiency of traps should not be 
considered alone; plain traps should not be compared with 
‘resealing traps’; the true comparison is between a drain 
age system including plain traps and a drainage system 
including resealing traps. The experiments made by the 
Bureau of Standards have indicated that simplifications in 

2 | venting are possible even when plain traps are used. Plain 

S ll | traps have the advantages of economy, simplicity, greater 
omervl e freedom from fouling, and greater ease of cleaning. For 
these reasons the committee favors having drainage sys 
(S. I. W.) | tems designed on the basis of plain traps rather than on 
the basis of resealing traps and is of the opinion that the 

plain-trap system, with simplified venting, affords ampl« 
range in the location of fixtures. Resealing traps should 
not be accorded any special privilege with respect to vent 
ing over plain traps, but their use can not be prevented 
e e by regulation. In short, plain trapping with vents should 
So | P d be the prescribed rule, with resealing traps without vent 

l Ipe an permitted only under very restricted conditions.” 
B, ° FINDS STANDARD FIGURING SHEETS VERY 
ittings , ; HELPFUL 

The standard figuring sheets for plumbing and heat 

ing, which were recently adopted by the Salt Lake Cit! 
Association of Sanitary and Heating Engineers, are prov 
ing very successful. The principal advantage of the 
sheets is that all material necessary for the job is listed 
thus eliminating the possibility of forgetting any of it 
Are mechanically correct as is often the case. Labor, profit and overhead are als: 

listed, thus giving the total estimate. 

Two veteran Salt Lake City masters recently joined 
the association, Luke Dolan, 315 South West Temple, and 
Ross Kunkel, Sugarhouse. The association is holdin: 
weekly night meetings and progressing very nicely, accord 
ing to Frederick L. Fiske, secretary-manager. 
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e Job 


that lasts 


HE job that lasts is the job that makes 

friends, brings repeat orders and steady 
profits. You add to your reputation every 
time you use Anaconda Brass Pipe for water 
supply lines. 
Anaconda Brass Pipe is trademarked for easy 
identification, guaranteed for your protection 
and advertised to increase your sales. Line 
up with the nation-wide movement against 
rust. Build your business on jobs that last. 


THE AMERICAN BRASS COMPANY 


GENERAL OFFICES: WATERBURY, CONNECTICUT 
New York, Chicago, Boston Mills and Factories: 
Philadelphia, Providence, Pittsburgh ANA pA Ansonia, Conn., Torrington, Conn. 
Cleveland, Detroit, Cincinnati from mit to € Waterbury, Conn., Buffalo, N. Y. 
St. Louis, New Orleans, San Francisco yt a Hastings-on-Hudson, N.Y., Kenosha, Wis. 


In Canada: ANACONDA AMERICAN BRASS LIMITED, NEW TORONTO, ONTARIO 


ANACONDA Brass PIPE 











i) DOMESTIC 











Model No.2 











It’s the valve that 
\\ makes the system possible 


A Model No. 2 Red Top Relief Valve makes this hot water 
heating system an entirely safe one. It keeps an otherwise 
“closed” system open. 


It makes possible a system in which the valve itself and an 
eir-tight expansion tank are the only principal parts. This 
means case of installation at a low cost. 


Owners appreciate the efficiency and economy of a Red Top 
System as well as its absolute safety. (A Red Top is 
the only water relief valve to be approved by the Under 
writers’ Laboratories.) 


NEPTUNE METER COMPANY 


50 E. 42nd STREET, NEW YORK CITY, N. Y 
Branch Offices in Principal Cities 


Red fop Relie? Valve 





“The Red Metal Line 


NIE 
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Staple Brass Plumbing Goods 
Concealed Fixtures 
Water Works Brass Goods 


~of Bronze Grade Metal 
in Enduring Quality 
THROUGH JOBBERS ONLY 


UNITED BRASS MFG.CO. “*3hté"? 


FOREN AUEREREEEEERERECERERERETEEEREOESERSEEEDOTEREHEEROREEEOEOSHERTRUEHEOUROREEUEUTERUREBERERUREEESESEERERETEES 


“THE LEAD RING IS THE THING” 
Now Furnished Both Male and Female 


The American 


Waste Connection with : 


Ca <= cad Ground Joint Ring 


Saves Time, Money and 
Grief — Assures a Tight 
Joint. 
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American Sanitary Mfg. Co. 
Abingdon - - 


No. 753 
Female Thread 


Illinois 





Clr 
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Estimates Cheerfully Furnished 
(Continued from Page 32) 


night, and all done cheerfully. I wonder? So the whol 


W eek goes. 


AFTER BIDS ARE IN 
; ND now, having submitted our proposals, we sit bac} 
A and wait results. Our proposal is in the hands o 
the owner or architect, as the case may be. We wait 
few days and, hearing nothing, we call upon the man ti 
whom the bid was tendered. About one time in five we ar 
told to “go ahead.’ The estimator then becomes thr 
buyer. A special discount here and a change in material 
there may effect a considerable saving, but in due time 


orders have been placed for the materials. ‘‘Roughing 


‘in’’ measurements have been secured, the rough material 


is being sent to the job, and the men are getting started 


WATCH TOOLS AND MATERIALS 
PYANHE buyer is now the auditor and the superintendent of 
construction. On sheets prepared for that purpose, ma 


terials and tools are listed as they leave the shop for the 


job or as they are ordered for direct delivery by the supply 
house, and these sheets are placed in the proper file for 
reference from time to time. As the work progresses some 
materials will be returned from the job, and these lists 
will also be placed in the file 

With the landing of the job an “Office Time Card” is 
filled out, showing owner's name, architect’s name, loca 
tion of job and number of contract. Then at the end of 
each week, when the time cards are turned in (have the 
week end on Saturday, file time cards not later than Mon 
day morning, and pay off on Tuesday) transfer the time 
spent by each employee to the “Office Time Cards’’; keep 
these time cards right on your desk and study them evers 
day 

Note on them the time allowed in your estimate for 
plumbing and heating labor, and, if you wish to do so, the 
number and kind of fixtures, or the size and number of 
the heating boiler and the number and size of radiators 

As in golf, follow your ball through; watch the labor 
on every installation and you will be able to build up a 
set of record cards which will make it possible for you to 
figure right on the next similar job that finds its way to 
your estimating desk. 

The same thing applies to the materials. With records 
right at hand, it is always possible to check back and as 
certain exactly what certain operations cost, but we are 
all pretty well agreed that it is fairly easy to take off th¢ 
materials needed for a job and to price them correctly, but 
labor is another story and justifies the use of the “Office 
Time Card.” 

“Estimates cheerfully furnished’’—if only a fellow gets 
a job once in a while that has not been the target for 
every sharp-shooter in the business. 

In closing, prepare all estimates in your own offic: 
have some one check them before submitting proposals 
use a printed form and be sure that it conforms to local 
requirements and is complete as to details. Get the right 
cost, add the proper amount for overhead and profit, land 
the business on that basis, carry it through with dispatch 
collect on the dot, and you will receive ample reward fo! 
the estimates which you cheerfully furnish. 


3oiler making and modern plumbing are among tl 
subjects that will be taught high school pupils of Va! 
couver, B. C., in the recently completed high school 
that city. 


— 
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CAST IRON 

OR MALLEABLE 
SCREWED 
FLANGED 
DRAINAGE 

for steam, water, 
gas, oil or air 





Bill Tilden 


has it when and where he needs it 


Write for our 
complete catalog 


BROOKLYN, N. Y. 


HE PAPERS say ‘Tilden almost 
defeated’’—but he never is. There’s 

an extra ounce of skill, strategy, real 
tennis, that perhaps isn’t noticeable to 
the eye when you see him playing 
another good player—but big Bill wins. 
If you asked a plumber or steamfitter 
why he preferred Stockham fittings on 
the job, he quite possibly couldn’t tell 
you, for there are other fittings that 
look just as good. But he doesn’t lose 


STOCKHAM 


time with bad threads, bad alignment, 
when he uses Stockham. Stockham fit- 
tings save money where savings are 
worth while—on the job. 


And Stockham fittings are not only 
made that extra shade better, ‘but their 
distribution is more seunamabial: Sold 
only through your jobber—the man who 
best knows your needs, doesn’t over- 
stock you, always has ample supply and 
always is your friend in time of trouble. 


PIPE & FITTINGS COMPANY 


BIRMINGHAM, ALA. 
Warehouses with Complete Stocks in: 


CHICAGO, ILL. 


LOS ANGELES, CAL. 





Buy from 
YOUR JOBBER 


SAN FRANCISCO, CAL, 
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Liteeeeceeeseaaseeeesevenssssvarssneseeeseseseoeenssenessseseensensoeseseseeseeness eeececees —— Kansas Endorses ¢é Make a W holesa! 


WOLFF roo E a Wholesaler’’ Resolution 
_ CLOSETS | 


for that schoo 
job COD COD COD Cr9 


F. P. Edson, Topeka, a past state president, when call 
upon, left the message with the members that the n 


who has the nerve to pass a job because the price is 
| in it or because he has not the facilities to handle it 
the man who knows where he is going. He asked 





question, “‘Who’s to blame for the lack of profits?” a: 


went on to point out that the general public is not going 


F * 
“Quality Plumbing Seg 
Since 1855”’ 


help the plumber make a profit. It is up to the man hi: 
self and the best help possible is that which comes from « 


CHO ee PESO ESE S OO eneREeeeHEEEEDEHEOOHOSGRSSRORDEEEAEEES 





WOLFF MANUFACTURING CORP. ?} | operation with his competitors He said, ‘“‘No competit 


Cor. Hoyne Ave. and Fulton St. CHICAGO | | é - : 
3} | can break you. You break yourself In fact, your ¢or 





Branches in Principal Cities 


petitor is sometimes your best friend when he takes a | 
ceovssaevsveeseseeeseeesenessesveneseres TOM se 4 


away from you. 





MAKE A WHOLESALER A WHOLESALER 
E D. HORNBROOK, Kansas City, Mo., a past nationa 
fe 


Uniflow Water Softeners 

Simplicity—Rugged and Simple in Design. 
There are no unnecessary Devices to get 
out of order 


president and the man who championed the “Mak: 
a Wholesaler a Wholesaler” resolution last June at Port 


Easy to Install—Softener shipped complete, land, took the floor at this Kansas convention to urge tl 
ready to install, only three simple con- } 


nections. | 

Easy to Operate—Just four{standard valves, | 
that a child can operate. 

Low Cost—The Size No. 1, gives 600 gallons 
of soft water at 20 gr. hardness between re- 
conditioning periods, and costs only $100 | 
list. Size No. 2, $140. Size No. 3, $180 


Very Large Discounts to Jobbers and Dealers 





Write for Bulletin No. 40 


The Uniflow Pump & Mfg. Co. 
Fifth and Perry Sts. 1%: Dayton, Ohio 














Valves and Fittings | | 


The big Kennedy line covers a total of 
over 4600 different types and sizes, in- 
cluding globe, gate, angle, check and | Top picture, left to right: V. A. Schnoke, Ottawa, Kans.; J. H. 
radiator valves of every type and size, Ross, president, Ross Manufacturing Co., Kansas City, Mo.; 
and a complete line of malleable iron and | Geo. States, Topeka, Kans., and A. T. Oleson, Lawrence, Kans. 





brass pipe fittings. —Lower picture: D. R. Gannon, Pacifie Faucet Manufactur- 

All of these types are described and listed ing Co., Los Angeles, Calif., and L. ©. Meredith, Baker Manu- 
in the Kennedy Catalog. ; facturing Co., Kansas City, Mo. 

Send for a copy. 4 

The Kennedy Valve Mfg. Co. steps be taken to stop the indiscriminate selling of plumb { 

Elmira, N. Y. ing goods direct to the public. He went clear back to the 1 


Boston New York Chicago San Francisco 7 Aaanntett , aie ) it 
El Paso Salt Lake City Seattle Philadelphia formation of the National Association of Master Plumbe1 
Kansas City Los Angeles 





and traced the development of the fight of that organiz 
tion to protect the public health by keeping within est 
lished trade channels the sale and installation of plumbins 
material. Because of the need for expert installation 
4 plumbing equipment and due to association activities, suc! 
Bu Dog ed $2 rn methods of distribution have been recognized as best 
all concerned, Mr. Hornbrook stated, up until the | 
couple of years, when the desire for increased volume 








some classes of wholesalers to step over the plumber an: 
Bull - Dog celluloid | sell direct to the public. The inauguration of such hig! | 
covered seats have pressure methods of chasing volume has seriously han i 
all the good qualities y pered the proper conduct of business and endangered t! 
»f Bull-Dog varnish / / public health, according to Mr. Hornbrook, and it was f 
tinished seats. Z that reason that the ‘‘Make a Wholesaler a Wholesale! 
resolution was presented at Portland last year 








Mr. Hornbrook referred to the February meeting of 

| Central Supply Association, where this question of dist: 
bution was thoroughly discussed, and told of the decisic 
of that organization to appoint a committee of five jobbe 





“HEAP: 
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Put up in sets of three — one 
style ‘‘A’’ and two ‘“B”", 
with 6 rubber washers. Same 
style heads as used in perma- 
nent underground piping. 
A number of heads may be 
used, 





Patent 
Applied 
For 


Type oy. Type “RY 


> a profit-maker for you! 
Every lawn in your community 
is a prospect. 


Summer and lawn-sprinkling time is 
on the way. Now is the time for you 
to sell your customers freedom from 
sprinkling worries. 


The Roberts Multiple Lawn Sprinkler 
provides a fine mist that gathers on 
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bushes, flowers, lawn, like dew. Won't 
drown out the grass—no need to 
watch it. Does the whole lawn at once. 
Particularly valuable for garden and 
terrace work when used in groups. 


The Roberts Multiple Lawn Sprinkler 
is sold through your jobber. See him 
today—and get started on your pros- 
pect list. 


THE ROBERTS BRASS MFG. CO. 
DETROIT, MICHIGAN 


ROBERTS 


MULTIPLE LAWN SPRINKLERS 





Mention Domestic ENGINEERING when writing advertisers. 
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Ask for profitable details on the 24 gal. Unit 





THE CLEVELAND HEATER CO. - Cleveland 


the quality Water Heater Builders for over 20 years 








DEEP es WATER SERVICE 


Suction depth governs pump instal- 
lation. MYERS SELF-OILING 
POWER WORKING HEADS with 
their positive self-lubrication, housed 
working parts, and other late 
© features are demonstrating wherever 
+ used their superiority for deep well 
service. 


Rapidly supplanting old style types, 
their safe and economical operation is 
reducing water costs to a minimum 
wherever they are used. Styles and 
sizes for a wide range of pumping 
requirements. Catalog, information 
and prices on request. 


The’ F. E. mee & Bro. Co., Ashland, Ohio 














MIDLAND 


All Lead RO OF 


One Piece 
(Patented) 


FLASHING 


Base heavier than four 
pound sheet lead and extra 
large. Heavy calking ring 
inside. No lead burned, 
soldered or any other joints to pull apart. Fits any pitch. 


Ask your jobber or write us direct for information. 


Midland Metal Manufacturing Co. 


KANSAS CITY -t- MISSOURI 


MIDLAND METAL MFG. CO. 


EMING Power Pumps comprise a 
complete line of pumping equip- rsa We il 
ment designed for every requirement. Pump 
Fig. 1062 (illustrated here) isan Auto Fig. 1062 
matically Oiled Deep Well Pump ot 
exceptional merit. Send for Water 
System Catalog G which describes 
and illustrates all types of Deming 
Automatically Oiled Pumps and 
Water Systems. 


THE DEMING COMPANY 
Established 1880 SALEM, OHIO 


HAND AND POWER 


‘The Demi ng 
R 





PUMPS 
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manufacturers to study the merchandising situ 
tion and report back to the 


will be 


association facts on which 
possible to work intelligently. He suggested tha 
i similar committee be appointed by the National Associa 
tion of Master Plumbers to work with these men for, h 
stated, in order to improve conditions, co-operation amon; 
ill branches of the industry is necessary. 

This was a featured 
Kansas 


bers can place questions which will be brought up on th: 


subject during the convention 


conventions use a question box, in which mem 
floor for discussion and answer. Several questions aske: 
yest to stop direct-to-consumer selling by wholesalers 
The answer was that a proper understanding of conditions 
brought about by co-operation with all branches of the 
business, will be If the plumber 
wholesaler, he must give pro 


how t 


necessary to stop it. 
wants protection from the 
tection to the 


wholesaler, it was stated. 


GREETINGS FROM NATIONAL 


} ATIONAL Director Jere Sheehan, Jr., St. Louis 
fe brought the greetings of the National Association of 


Master Plumbers to the Kansans. Mr. Sheehan stressed 
the need for organization work in social, fraternal and 
business life, and pointed to the benefits every one is now 
enjoying in this business as a result of the association ac 
tivities which have preceded. He said that this business 
has been handed down as a finished product, in comparison 


to what it was before the National Association was formed, 





Top ‘picture, left to right: B. Jos. O’Donnell, National Trade 

Extension Bureaa; Chas. Hunter, of Kansas City, Kans.; bP. 

L. Wolf, of McPherson, Kans., and Robert P. Clark, of Arkan- 

sas City, Kans.—Bottom picture: R. P. Johnson, of Wichita. 

Kans.; W. L. Porter, plumbing inspector of Topeka, Kans.; 
Mrs. and Mr. W. L. Jost, of Kansas City, Kans. 


and that it was up to the plumbers of today to preserve 


the finished product. He particularly referred to the lack 
of journeymen and the importance of the apprenticeship 
work which is being conducted, and he asked every plumb 
er to do his part in securing more apprentices. 

An inspiring address on the value of associations wa 
given by Attorney Donald Muer, Anthony, Kansas, who at 
tended the convention at the request of Charles Hunter 
Mr. Muer pointed out that it is impossible to revolution 
ize conditions with one’s own ideas—co-operation i 
needed. He said that while the word, co-operation, might 
possibly be overdone, nevertheless, it is the foundation of 
all progress. 

B. Joseph O'Donnell, 
Extension Bureau, 


field man of the National Trad: 
reviewed the various phases of Burea 
work and left the thought with the members that noth 
ing is impossible. He stated that great results hav: 
already been accomplished in the plumbing business, prov 
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| BOILER-KLEEN 
- PRI 
WALTER H. WILD 
\ Iaiz sie vnaes nag ; J b 


a sure cure for that sick heating job 



































Oil, sand, grease, scale, rust, and other impur- 
ities and dirt yield at once to BOILER- 
KLEEN. Won't harm boiler metal at all. 


When the boiler’s sluggish and the radiators 
wont heat—that’s the time for BOILER- 
KLEEN. 


Easily and quickly applied. Saves time and labor. 





Packed in 5-pound containers. Buy from your 


| jobber. 
| JOBBERS: Writeltoday [for our 
proposition. It will interest you. 


WALTER H. WILD, Distributor 


1212 Land Title Bldg. Philadelphia,[Pa. 
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PRODUCT... 
“THE HUSKY BABY” 


Ric ichmond Adjustable Stand) 
. i to t 





Priced low and sella fast. What m< 
you ask? Jobbers--ask for prices 


RIC HMON D 
FOUNDRY MANUFACTURING CO, 
RICHMOND, VA. 


A DEPENDABLE SOURCE:OF SUPPL 








FLOOR & CEILING PLATES 








Beaton & Cadwell’s ‘“‘Perfection”’ 
No. 10 Floor and Ceiling Plates 
pay dividends in satisfaction — 
they save you time and money. 
They stay put. 





pe 
BEATON & CADWELL MFG.CO, 
éstablished 1894 


» CONN. 





pesai him L. J. Sander, Inc. 
Buffalo Plumbers, Say: 
‘88 company is right. We expect to 
sell more of them this year than 
ever before.” 
jr 
/ 
} 


pee meseec Ce. 


Beswekt. Michigan 


“*EverHot Heater ts in our opinion 
not only the best and most satis 
factory automatic water heater on 
the market, but the policy of your 











Why Classic Leads 


It was the first combina- 
tion sink fixture on the 
market. Has many exclu- 
sive features, including 
adjustable arms. But 
most of all, because it is'a 
Chicago Faucet, and that 
means there's no higher 


Cc H ‘ Cc AG oO yes e Chicago Faucet es 
FAUCETS 





“uuoan N. Crawford Ave. 
Chicago, Illinois 
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ing his point by referring to the old lead-working day 

But there is a big job vet to be accomplished in order t 

keep the plumbing industry in the position it deserves Ir 
numbers there is strength, Mr. O'Donnell observed, and 
with proper association activities, the problems discussed 
at the convention can all be solved. Mr. O'Donnell rv 
membered the ladies in his address, pointing out to th 
men how important to their business was the support o! 
their wives He, also, had something to say about over 
head, stressing the importance of figuring all costs o 
doing business. 


STATE PLUMBING CODE 
ego HUNTER, chairman of the State Code Com 


mittee, reported that the act now in effect gives to 


the Board of Health the power to inspect plumbing instal 
lations in their relation to the public health and empower 
the governor to appoint to this Board nine physicians and 
one other person, preferably a lawyer, interested in san 
itary science. Mr. Hunter pointed out the difficulty of se 
curing suitable legislation in regard to plumbing require 
ments with such a board of health and reported that it 
was the committee’s recommendation that before anything 
else is done, efforts be made to amend the law so that 
plumbers could be appointed to the board. With a board 
composed of men, of whom at least three are plumbers 
the task of getting a state plumbing code enacted into a 
law would be easier. It was decided, therefore, to have the 
committee work along such lines during the next year. 
In the meantime, considerable work has been done in 
the preparation of a code, based on the National Plumbing 
Code. 

The resolution committee, in addition to approving the 
various recommendations of President Sutherin, drafted a 
resolution of condolence on the deaths during the past 
year of Geo. E. Hollinger, Newton, and M. H. Peterson 
Kansas City. These resolutions were spread on the min 
utes of the convention and copies sent to the families of 
the deceased. 

The Wichita delegation presented the statement of 
Frank Collins, president Toledo Pipe Threading Machine 
Co., Toledo, Ohio, in regard to the maintenance of resal 
prices on branded goods which appeared in the annua! 
number of “Domestic Enginecring.’”’ The Wichita mem 
bers are in favor of resale price legislation and asked for 
an expression from the association. The resolution com 
miftee passed the communication on to the association 
records with the approval of all present. 

A resolution, endorsing the standardized loose leaf cat 
alogs, advocated for manufacturers and jobbers, was, also 
adopted, as well as one urging the use of the commercial 
seal of the National Association. 


COMMITTEES 
HE committees in charge of activities during the con 
4 vention were as follows: Resolution—G. E. Gil 
haus, Kansas City, chairman: Will Coldren, Leavenworth 
and W. M. Kraemer, Marysville; finance—-C. W. Burnap 
Emporia, chairman, H. Stevens, Hutchinson, and H. A 
Fairchild, Hiawatha; membership—Axtel Olson, Law 
rence, chairman, S. Hamilton, Winfield, and Theo. M: 
Bride, Abilene; state code committee——Chas. Hunter 
Kansas City, chairman, Robert Clark, Arkansas City, Cai 
Graeber, Lawrence, R. P. Wichita, and Geo 
States, Topeka. Sergeant-at-arms was J. P. Neal, Kans: 
City. 
Moving pictures were presented during the conventi 
by two manufacturers. The American Brass Co., Wate 


Johnson, 


bury, Conn., showed a picture of the manufacture of br 
pipe, from the first stages of mining copper through 
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he finished product. 
lackett represented this company. A. M. Byers Co., Pitts- 
urgh, Pa., represented by R. J. McKay and H. K. Brown- 
ng, presented a picture showing all the details of manu 
acturing wrought iron pipe. 

Next Year at Wichita 

The Wichita delegation invited the association to that 
ity for the 1927 convention, 

Supply Men 

A number of manufacturers’ and jobbers’ representa- 
ives were present at the convention. 

Geo, A. Lutz, W. A. Case & Son Mfg. Co., exhibited in 
ction his company’s new T/N closet outfit. 

Sy Martin, H. P. Martin & Sons, Owensboro, Ky., passed 
out watch fobs as souvenirs and presented a portable vise 
tand to the association This was awarded to W. D. 
Jolliff, Kansas City. 

Hurd Boiler Works, Kansas City, displayed the John H. 
brown dry steam generator. 

G. & J. Manufacturing Co., Kansas City, maintained an 
exhibit of its built-in clean out and waste in the ante- 
room of the convention hall. 





Top row, left to right: S. Richardson and John Oyer, both of 

Kansas City, Kans., and M. X. Grenaine of EverHot Heater 

Co—Bottom row: J. KE. Peuter and J. C. Ryan, both of Ross 

Manufacturing Co., Kansas City, Mo.; I. L. Roark, president 
I. L. Roark Co., Kansas City, Mo. 


Other representatives who registered at the convention 
were: 

P. M. Bouquet, J. H. Ross, J. C. Ryan, J. E. Peuter— 
all of Ross Mfg. Co., Kansas City, Mo. 

W. J. Hebenstreet, Blake Specialty Co., Rock Island, II. 

A. Kops, Thos. Maddock’s Sons Co., Trenton, N. J. 

H. C. Peck, Baker Mfg. Co., Kansas City, Mo. 

KF. W. C. Bailey, Eagle-Picher Lead Co., Cincinnati, O. 

J. W. Blom, U. S. Radiator Corp., Detroit, Mich, 

C. P. Curtis, Garrison-Heiland Corp., New York. 

L. C. Meredith, Baker Mfg. Co., Kansas City, Mo. 


Dan Gannon, Pacific Faucet Mfg. Co., Los Angeles, Calif. 


J. R. Durst, Dempster Mill Mfg. Co., Beatrice, Nebr. 
L. A. Bland, U. S. Supply Co., Kansas City, Mo. 
C. B. Maxfield, Wolverine Brass Works, Grand Rapids, 


J. W. Wells, Oster Mfg. Co., Cleveland, O. 
J. E, Hesser, Standard Sanitary Mfg. Co. 
John Sheehan, Standard Sanitary Mfg. Co. 


M. X. Grenaine and V. L. Grenaine, EverHot Heater Co.-| 
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Harry G. Wallis and Gordon V. ! 
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RANGE BUILERS 


Riveted 
Rivet-Weld 
Welded 
Sure-Tite 


(Copper-Brazed) 


WM. B. SCAIFE & SONS CO. 


Founded 


in 





Pittsburgh 
New York 


Chicago J y 


























Automatic Gas Water Heater 


Two men, bought water 
heaters. One bought a 
Humphrey. The other 
bought “something just 
as good—but cheaper.” 
That was 10 years ago. 
Today they both have 
Humphreys. 


Humphrey Company 
(Die. Ruud Mfg. Co.) 
Kalamazoo ate Michigan 


Type ssa 











The public by thousands is turn- 
ing to No. 1 Buckwheat Coal to 
save $4 to $7 per ton. That is 
why Heating Contractors are 
installing so many thousands of 


Spencer 


steam .vapor or hot water 


Heaters 


burn No.1 Buckwheat coal 
Standard Heater Co. General Offices: Williamsport, Pa. 


New York City Boston Philadelphia Baltimore Hartford Buffalo 
H 


Rochester Washington Schenectady Byracuse arrisburg 
Scranton Detroit 











naam 


ME Dans 
















(a HAMMOND 


A eee 


Only the highest grade of steam 
metal used on HAMMOND 
products. Our valves and elbows 
are designed to offer the minimum 
resistance to the free flow of steam 
or water. All parts inspected 
before and after assembly. 


Your jobber has them. 
HAMMOND BRASS 


WORKS 
INDIANA 





Our 
Catalog 
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Precision 
Built! 
like a fine 


watch 


a ae et —_ =< 


Model 77 
7-jewel 
8-day Clock 


INNEAPOLIS™ 


Heat REGULATOR 
For Coal— Gas — Oil 


The, 


This dependable 7-jewel, 8-day clock has 
been one of the important factors in mak- 
ing the Minneapolis Model 77 Thermostat 
the supreme automatic heat control 


equipment, beyond all competition. 


The Minneapolis Clock is built right 
throughout —-7-jewel movement, Breguet 
hair spring, compensating balance, heav- 


ier plates, highly polished pinions and 
pivots, every essential bearing jeweled 
many other outstanding construction fea- 
tures. Finished like a high grade watch. 
Manufactured complete in our model 
clock factory where every step is directly 
under our control. 


The simplified Model 77 Thermostat and 
the Minneapolis-made clock havenoequal. 


Write today for complete information 


Minneapolis Heat Regulator Co. 


2801 Fourth Avenue, South Minneapolis, Minn. 


Established 1885 
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Geo. J. Redmond, Dempster Mill Mfg. Co., Beatri: 
Nebr. 

F. W. Martin, Martin Metal Manufacturing Co., Wichit 
Kans 

F. O. Prepinding, W. B. Young Supply Co., Kansas Cit; 
Mo 

Clarence Smith, Topeka Steam Boiler Works, Topek 
Kans 

Fred Burns and C, A. 
Kewanee, III. 

V. Ferguson, U. S. Supply Co., Kansas City, Mo. 

D. V. Case, The Kellogg-Mackay Co., Kansas City, M 


surton, Kewanee Boiler C: 





Left to right: Wm. J. Hebenstreet, Blake Specialty Co., Rock 

Island, TilL.; “Sy” Martin, of H. P. Martin & Sons, Owensboro, 

Ky., and John Sheehan, manager of Kansas City, Mo., branch 
of Standard Sanitary Manufacturing Co. 


LADIES 
NUMBER of ladies were present throughout the 

A three-day convention and a varied and interesting 
program of entertainment had been prepared for them 
by the joint entertainment committees of the Kansas City 
local association and women’s auxiliary. They attended 
several sessions of the convention, had luncheon at the 
Gould Hotel on the first day and made the theater party, 
arranged for the first night, a very pleasant affair. On 
the second day they were entertained at tea at the home 
of Mrs. Stanley Richardson, Kansas City, where their 
group picture was taken. The same night the big banquet 
and ball, held at the Grund Hotel, found them a very 
necessary part of the proceedings. At the ball, Mr. Suth- 
erin’s daughters entertained with songs, dances and reci 
tations. On the third day, the ladies went to the home 
of Mrs. Hornbrook, in Kansas City, Mo., for a tea. While 
at’ this tea, they sent flowers to Wm. Ball, newly elected 
president. 

The ladies’ committee consisted of Mrs. J. P. Neal, Mrs 
KF. Gauch, Mrs. W. Ball, Mrs. G. E, Gilhaus and Mrs. L. H 
Phillips 

The entertainment committee, which did so well t 
provide for the pleasures of all at the convention, co: 
sisted of Wm. Ball, J. P. Neal, G. E. Gilhaus and 


|} Gauch. The theater committee was composed of A. A 


Rothous, J. W. Oyer and Stanley Richardson. In fact, al! 
the members of the Kansas City Association worked 
hard to make the convention a success and it was una 

mously agreed that their efforts produced the desired 


results 


JOHN J. HERBRECHT CALLED BY DEATH 


John J. Herbrecht, heating engineer for the Edwar 
Joy Co., of Syracuse, N. Y., died recently in that cit 
He had been connected in the capacity of heating en: 
neer with that company since its incorporation, and 
many years previous served in the employ of Edwa 
Joy, president of the concern. During all these thir 
years he was a devoted, earnest worker, and the Edwa 
Joy Co. expresses sincere regret at his death, 
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Convention Dates 


March 27 to April 3, 1926.—Own Your Home Exposition, at 
Coliseum, Chicago. 


March 29, 1926.—The annual meeting of the Heating and 
Piping Contractors New York State Association, at Utica, 
N. Y., with headquarters at Hotel Marten. 

April 5 and 6, 1926.—The annual convention of the Okla- 


homa State Association of Master Plumbers, in Oklahoma 
City, Okla., with headquarters at the Huckins Hotel. 





April 6, 1926.—The annual convention of the Massachusetts | 


State Association of Master Plumbers, Inc., in Boston, Mass 


April 6, 7 and 8, 1926.—Third annual convention and ex- 
position of the American Oil Burner Association at Detroit, 
Mich., with headquarters at the Book-Cadillac Hotel. 

April 7 and 8, 1926.—-The fifteenth annual meeting of the 
Ontario Society of Domestic Sanitary and Heating Engineers, 
in Hamilton, Ontario, with headquarters at the Royal Con- 
naught Hotel. 


April 8 and 9, 1926.—The fourth annual convention of the 
Louisiana and Mississippi Association of Plumbing and Heat 
ing Dealers, at Bogalusa, La. 

April 12 and 13, 1926.—The annual convention of the Ala- 
bama State Association of Master Plumbers, at Montgomery. 

April 13 and 14, 1926.—The annual convention of the Mich- 
igan Association of Plumbing and Heating Dealers, at Kala- 
mazoo, Mich., with headquarters at the Hotel Burdick. 





April 15 and 16, 1926.—The annual convention of the Arkan- 
sas State Master Plumbers’ Association, at Hot Springs, Ark.., 
with headquarters at the Como Hotel. 

April 19, 20 and 21, 1926.—The annual 
Associated Master Plumbers of Texas, at San Antonio, 
headquarters at the Gunter Hotel. 


April 26 and 27, 1926.—The annual convention of the 
Georgia State Association of Master Plumbers, at Savannah 

April 27 and 28, 1926.—The annual convention of the Colo 
rado Society of Sanitary and Heating Engineers. 

April 29 and 30, 1926.—The annual convention of the Vir 
ginia State Master Plumbers’ Association in Lynchburg, Va. 

May 3 and 4, 1926.—The annual convention of the Florida 
Master Plumbers’ Association, at Miami, Fla. 


May 7 and 8, 1926. al convention of the Associa- 
tion of Master Plumbers of the State of Washington, at 
Longview, Wash., with headquarters at the Hotel Monticello. 

May 10 and 11, 1926.—The 
Carolina Master Plumbers’ 
with headquarters at the New 


convention of the 
with 





annual convention of the North 
Association, in Goldsboro, N. C., 
Goldsboro Hotel. 


May 11 and 12, 1926.—The thirty-sixth annual convention 
of Connecticut Master Plumbers’ Association, at the State 
Armory, New Haven, Conn.—The association's annual exhibit 
will be held in the same building May 11, 12, 13 and 14. 

May 14 and 15, 1926.—-The annual convention of the Oregon 
Master Plumbers’ Association, at Corvallis, Ore. 

May 17 and 18, 1926.—The annual convention of the Ten- 
nessee Master Piumbers’ Association, at Chattanooga, Tenn. 

May 17, 18 and 19, 1926.—The annual convention of the New 
Jersey State Master Plumbers’ Association, at Camden, N. J. 
The sessions will be held at the New Convention Hall. 

May 17, 18 and 19, 
California State Association of Master Plumbers, 
Angeles, Calif. 


May 25 and 26, 1926.—The thirty-second annual convention 
of the Pennsylvania State Association of Master Plumbers, 
in Erie, Pa. 

May 26, 27 and 28, 1926.—The semi-annual meeting of the 
American Society of Heating and Ventilating Engineers, at 
Lexington, Ky. 


1926.—-The annual convention of the 
at Los 


May 27, 28 and 29, 1926.—The second convention of the 
National Association of Plumbing and Heating Salesmen, in 
Detroit, Mich., with headquarters at the Book-Cadillac Hotel. 


June 1, 2 and 3, 1926.—The annual meeting of the National 
District Heating Association, at Niagara Falls, N. Y. 

June 1, 2, 3 and 4, 1926.—The thirty-seventh annual con- 
vention of the Heating and Piping Contractors National 
Association, at Washington, D. C., with headquarters at the | 
Willard Hotel. 


June 21, 1926.—The annual convention of the Kentucky | —— DE 
A 
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DIFFERENTIAL DIRECT 
RETURN TRAPS 





Positively prevent accumula- 
tion of water in return pipes, 
regardless of boiler pressure. 
Eliminate noise and serious 
damage to boiler. Perfect uni- 
form circulation and noiseless 
operation of heating system 
assured. 





Write for literature. 





O. E. SPECIALTY MFG. CO. 
10 KEEFE AVENUE - MILWAUKEE, U.S.A. 


> Running Water 


(200 GALLONS OPER HOUR) 

















The DAYTON “CUB”, with its 
200 gallons per hour pumping ca 
pacity and low price of $85.00 is 
by far the leading water system 
value offered today DAYTON 
dealers are breaking sales records 













with it 






It is ne of omplete line of 
DAYTON WwW: ater Systems for 
deep and shallow wells and cis 
terns with pumping capacities of 
from 160 to 3,000 gallons per hour. 


















Write for catalog and let us out 
line for you our proven “business 
getting" dealer plan 









THE DAYTON PUMP & MFG. CO. 


DAYTON. OHIO. U.S.A 








UNION ELBOW 
Priced Right 


Prier 
Union 
Els are 
priced so 
that you 
and your 
customer 
both benefit. Finely 
made, correctly de- 
signed, and nickel plated all over. 
There is no question about their 
superiority. Ask for Folder D. 


WALTER H. PRIER CO. 23° East Qhic Street 


A GO 
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STA= PAK 
VALVES 


are new and different — 
they never need re-packing 


CAPITOL BRASS WORKS 


2300 Franklin Street 
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1 Horse Power Century Repulsion-start - 
z Induction Single-phase Motor e) 
2 by 


ot 


t 
° For Automatic and Remote 
Control 


Any Approved Single-throw Switch 
May Be Used for Starting 


Century Repulsion-start Induction Single- 
phase Motors are particularly suitable for 
such automatic or remote control applications 
as refrigerating systems, ice cream cabinets, 
house pumps, oil burners, air compressors, 
organ blowers, heat regulators, etc.—because: 


1 Starting current is low—not over 260% of 


full load current. 


2 Fuses which will protect the motor while 
running and carrying its load are generally 
of ample capacity to effect a start. 


3 No skilled operators or manually controlled 
starting devices are necessary. 


4 Bearing housings are closed—protecting the 
bearing surfaces against dust and dirt. 
5 Windings are well insulated against damp- 
. ; 
ness encountered in basements, around 


pumping installations and in humid tropical 
climates. 


Note: The Century Wool-yarn System of Lubrication, stand 
ard on all Century one horse power and smaller motors, assures 
at least one year’s continuous operation without attention. 


Temperature rise is not more than 40° Centigrade, and they 
will at least meet all the test specifications of the A. I. E. E 
and the Electric Power Club. 


Century Repulsion-start Induction Single-phase Motors are 
built in all standard sizes from ', to 40 horse power. 


CENTURY ELECTRIC COMPANY 
1806 Pine Street St. Louis, Mo. 
For More Than 23 Years at St. Louis 

















l% to 40 H. P. ¥_ to 40 H. P. 
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Master Plumbers’ Association, at Louisville, Ky., with head 
quarters at the Kentucky Hotel. 

June 22, 23 and 24, 1926.—The forty-fourth annual conven 
tion of the National Association of Master Plumbers, at 
Louisville, Ky., with headquarters at the Brown Hotel. 

October 11-15, 1926.—-The eighth annual convention of ths 
\merican Gas Association, at Atlantic City, N. J. 


Women’s A auxiliaries 


Mahoning Valley Auxiliary Gives Dinner 
The Mahoning Valley Ladies’ 
one of its famous six o’clock dinnet 


Auxiliary recently gav: 
The husbands of the 
invited, and the 


members were evening passed pleasant]; 


with cards and games The auxiliary is already begin 
ning to plan for the entertainment of visitors to the next 
state convention which will be held next year in Youngs 
town 
Cleveland Ladies’ Auxiliary Plans Card Party 

The Ladies’ Auxiliary to the Associated Plumbing Con 
tractors of Cleveland, Ohio, at its regular March meeting 
elected Mrs. George Brown and Mrs. Marshall Patmos to 
Mrs. G. J. 
on the sick committee and Mrs. A. P. Keller as chairman 


the board of directors. Wehrle was appointed 
of the entertainment committee. 

An evening card party will be given on Tuesday, April 
13, at Oak East 105th 
street, and the auxiliary hopes for a large attendance of 


Pythian Temple Building, 706 


master plumbers, their wives and friends. The next reg 


} 


ular meeting will be held Wednesday evening, April 7th 
Detroit Women’s Auxiliary Elects Officers 

The annual election of officers of the Women’s Auxiliary 
of the Detroit Association of Sanitary and Heating Con 
tractors was held Wednesday afternoon, March 10th, in 
the Club Rooms of the West Side Educational Club, 394¢ 
Trumbull avenue The officers elected are as follows 
Mrs. Minerva M. Snyder, president; Mrs. Ida C. Meier, vice 
Nellie Hughes, corresponding secretary 
Mrs. Margaret Mesnard, treasurer, and Mrs. Hazel Nawrot 


president; Mrs. 
financial secretary. After election of officers the program 
for the coming year was outlined and the various com 
mittees appointed. The auxiliary’s slogan for the coming 


year is “Every Association Member’s Wife an Activ: 
Auxiliary Member.” 

The third annual birthday party of the Women’s Auxil 
iary of the Detroit Association of Sanitary and Heating 
16th, at the 
West-Side Educational Club, 3946 Trumbull avenue, wa 


Contractors held Tuesday evening, March 


a distinct success. Dinner was served to more than ons 
hundred guests. After dinner the evening was spent in 


songs and games and renewal of acquaintances. Thi 
event is the outstanding function of the auxiliary and 
much credit is due the officers and the members who gavé 


time and effort to make the affair such a success. 


CHARLES C. WISE CALLED BY DEATH 
Charles C. Wise, head of the Connelly & Wise 
Co., Portland, Ore., 
an illness of several months. He was in his 58th yeat 
and had lived in that city for forty years. Mr. Wise wa 


Plumbing 
died March 12th at his home, after 


born in Baltimore, Md., but came to Portland when very 


young and in early manhood went into the plumbins 


business in various capacities, finally becoming associat 
with Mr. Connelly and founding the firm which has grow! 
to be an outstanding one in the industry. He was activ 
in the business affairs until last December when |! 
suffered a stroke which left him an invalid. He was 

member of the Oregon Master Plumbers’ Association He 
also held membership in the Masonic order. His wif 


a son and a daughter survive him. 
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THIS WEEK | 


AMONG MANUFACTURERS, WHOLESALERS AND THEIR SALESMEN 











EASTERN SUPPLY ASSOCIATION ADOPTS NEW 
CREDIT PLAN 

The Eastern Supply Association has approved the prop 
erty statement form adopted and recommended by the 
National Association of Credit Men. The form is intended 
to be a statement of assets and liabilities to be made by a 
wholesaler or retailer who desires to obtain merchandise 
on credit. The Eastern Supply Association is now in a 
position to furnish at reasonable prices quantities of these 
forms made up in envelope style, so that members can 
send them to prospective customers who ask for credit. 


K. C. BRANCH OF CRANE CO. TO MOVE 
The Kansas City, Mo., branch of Crane Co. will soon 
move its general offices, exhibit room and city store to 1532 
Grand avenue. It will maintain at the old address, 12th 
and Hickory streets, its main warehouse 


OPENS NEW BRANCH IN LYNCHBURG, VA. 
The Noland Co., Inc., 

a branch at Lynchburg, Va., at Upper Basin, Adams street 
The company also oper 
ates branches at Winston-Salem and 
Raleigh, N. C., and at Greenville and Spartanburg, S. C. 


of Newport News, Va., has opened 


R. Harvey Morgan is manager. 
Roanoke, Va., 


HART & CROUSE CO. EXPANDING 

Hart & Crouse Co., Utica, N. Y., 

a new office at 207 Fulton building, 
a new warehouse at 49 Central avenue, Cincinnati, Ohio, 
The Cincin- 


has recently opened 
Pittsburgh, Pa., and 


’ . . >: 
where it will carry a full line of its products. 
nati office still remains at 702 Union .Trust building, in 


charge of Cooper Pogue. 


ENLARGING ITS PHILADELPHIA OFFICES 

The National Radiator Co., Trenton, N. J., 

its Philadelphia offices. The remodeling will practically 

double the floor space. The Philadelphia offices are lo- 

cated at Room 410, City Center building, 121 North 
Broad street. 


is enlarging 


TWO CONCERNS JOIN C. & B. R. A. 

Addition of two companies to its membership is an- 
nounced by the Copper & Brass Research Association, 25 
Broadway, New York. The new members are The Amer- 
ican Metal Co., Ltd., 61 Broadway, and the Wheeler Con- 
denser & Engineering Co., 149 Broadway, both in New 
York City. 


WILL NO LONGER MAKE STEAM TYPE RADIATORS 

The American Radiator Co., Buffalo, N. Y., discontinued 
the manufacture of steam type radiators, effective March 
15th, an announcement states. This move was made after 
careful research and testing in the company’s laboratories 
had convinced the company that the water type radiator 
was as efficient on steam jobs as the steam type, the dis- 
continuance being in the nature of a move toward stand- 


ardization of types At the present time the American 
Society of Heating & Ventilating Engineers is also making 
tests to determine the advisability of recommending the 


elimination of this type of radiation 


NOW IN NEW LOCATION 
The Newark Brass Work 


Lawrence street, Newark, N. J., ha 


formerly located at 20-22 


moved to 51 Bruen 
street in that city 


WETTER PIPE CO. COMPLETES NEW FOUNDRY 


The Wetter Pipe Company ha ust completed a new 
foundry at Gadsden, Ala The new plant has a capacity 
of about 18,000 tons of soil pipe fittings annually For 


merly this company manufactured its produets in Birm 
ingham The Hammond tron Company, of Birmingham 
will continue to be lling agents for the products manu 


factured by the Wetter Pipe Company 


FULTON COMPANY ERECTS NEW BUILDINGS 

The Fulton Company, of Knoxville, Tenn., has recently 
erected two new units to its plant at the intersection of 
Kingston Pike and the L. & N. railroad, and a third unit 
is now being erected. The three buildings are all of con 
crete and steel mill construction, with an abundance of 
windows on all sides Floors and walls are built entirely 
of fireproof materials The roofs are all covered with a 
fireproof asphalt paper sheet, laid on a base of lumber 
The unit now under construction will contain a single large 
factory room on the second floor, where will be located 
part of the corrugating and annealing department, which 
is overcrowded in its present quarters The basement 
will be used for storage or factory purposes Work is pro 


gressing rapidly and the building will soon be completed 


C. A. BOYLE & CO. EXPANDING 
C. A. Boyle & Co., of Chicago, has opened an addi 
tional factory in New York to take carp of the increased 
production required by the company’s growth eS: ak 
Perry, vice-president, is in charge of the Chicago plant, 


and Emory C. Perry, president, is dividing his time be 
tween the various plants and sales branches R. M. Stuart 
is in charge of production in the Chicago plant, and E 
jond has been appointed production manager of the New 


York plant. 


INDIANAPOLIS SALESMEN FORM CHAPTER 
Dick D. Reed, Indianapolis, Ind., manager of the Stand 
ard Sanitary Manufacturing Co., called an organization 
meeting of the plumbing and heating salesmen of that 
city recently, when the Indianapolis Chapter of the Asso 
Heating Salesmen was formed 
present at the first 


ciation of Plumbing & 
There were 38 men 
all of whom were made charter members. 


méeting, 
The following 
President, Frank Bryan, of August 


vice-president, Thomas 


officers were elected: 
Buschmann & Sons, Inc.; Shields, 


Arthur 


of Standard Sanitary Manufacturing Co.; secretary 
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Newkirk, of Jackson Supply Co., and treasurer, E. V. 
Burget, of Crane Co. The next meeting will be held the 
latter part of this month, at which time the constitution 


and by-laws will be adopted. 

HALPENNY & SHANK IS NAME OF NEW AGENCY 

Halpenny & Shank is the name of a new manufacturer's 
agency that has recently been established in Des Moines, 
Iowa, at Eighth street and Grand avenue. R. H. Shank 
has been connected with the American Radiator Co. for 
19 years, and was manager of that company’s Des Moines 
office The first line taken on by the new agency is that 
if the Imperial Brass Manufacturing Co., Chicago 

BLAKE SPECIALTY COMPANY APPOINTS 
REPRESENTATIVES 

Blake Specialty Company, of Rock Island, Ill., has just 
appointed W. A. Copeland, 208 Title Guarantee Building, 
New Orleans, as representative in Mis ippi, Alabama 
and Louisiana, for the company newly acquired line of 
nd its entire 


Simplex safety waste drain line of staples 


Frank J. Ryan, 1448 Holmden avenue, S. W., Cleveland 


Ohio, has been appointed p ntative in the tate of 
Ohio for both the Simr . taple , RE ¢ ie 

215 U. S. National Bank Building, Denver, Colo., will act 
as representative for | h line in Colorado. Wvoming 
Utah, New Mex \ , ind J 


NEW YORK PLUMBING AND HEATING SALESMEN 
HEAR ADDRESS ON CREDITS 


An add hy T. V. Morton, of the New York Credit 
Mer I he ture of the regular monthly 
, f the New Y¥ k Chapter of the National Asso 
n of Plumbing nd Heating Salesmen, held Thurs 
la ! Ml h 18th, at the Hotel Martinique, New 
York ( 
After d gy in detail what the credit man expects 
f the lesmal nd iat in turn the salesman should 
rt ror I Mr Morton answered a great 
many question ‘ ed by many of the fifty salesmen 
present He W given a rising vote of thanks and 
escorted from the meeting by Vice-President Harry La 
Croix, appointed by the chair as a committee of one 


Eight new members were admitted, including Walter 


Butler & Pierce Manufacturing Cor 
William 


H. Jones, of Pierce 
poration; F. E. Hauschild, of Henry W. Letcher; 
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KE. Lawton, of McShane Bell Foundry Co.; Leonard | 
Napoli, of M. Di Napoli & Sons; Charles E. Little, 
Richardson & Boynton Co., and Henry W. Reis, Rober 
K. Merrillees and Thomas E. Crone, all of W. A. Russé 
& Co. 

President John H. Taylor appointed a nominating con 
mittee, which is to report at the April meeting, consistin 
of Arthur Forster, of the New York Brass Foundry Co 
L. W. White, of Germain Bros. Co., and J. Flemm, otf 
Marks Lissberger & Son, Inc Mr. Flemm was also ay] 
pointed chairman of ‘a committee which is to call upor 

ibers and explain the purposes of the association. H 
will be assisted by Richard Dode, Eugene Norman, L. W 
White and Harry Swenson This committee was name 
after a discussion of a ‘‘jobbers’ salesmen’s night,’’ wit! 
a tentative decision made to invite the wholesalers’ re; 
resentatives to attend such a function 

Among other things of interest was an invitation fro: 
President Richard Turner, of the Pennsylvania State Ma 
ter Plumbers’ Association to attend its state conventior 
in Erie 4 splendid talk was made by Henry W. Reis on 
how to improve conditions for jobbers’ salesmen. Henr 
Stein, a plumbing material salesman since 1893, spok: 
from his vears of experience; and William Rieger, of th« 
Minneapolis Heat Regulator Co., told of some of the sell 
ing ideas used by his company. The meeting closed wit! 
an open forum, discussing questions of interest, as is the 


usual custom 





FIRST ANNUAL HEATING AND VENTILATING EXPO- 


SITION ATTRACTS GOOD CROWD 


Heating engineers and contractors of the United Staté 
viewed with interest an experiment which took place at 
the New Madison Square Garden, New York City, March 
17 to 23, this week, marking the first attempt to put befor: 
the public a comprehensive exhibit of heating and venti 
lating equipment, with displays arranged and instructor 
provided to furnish to both layman and engineer the 
latest and most authoritative information on proper and 
approved heating and ventilating methods. The exhibit 
under the direction of a committee of interested exhibi 
tors who co-operated with the National Exhibition Co 
was called the First Annual Heating & Ventilating Expo 
sition, and approximately 35 manufacturers took part. 

While from the standpoint of the number of manufa: 
turers exhibiting, the show was not as large as succeed 


+ 


ing exhibitions will no doubt be, and the crowds in at 





The Bosses Night Banquet recently given by the New York Chapter of the National Association of Plumbing and Heatin 
Salesmen, at the Hotel Martinique, New York 
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tendance were not too large to tax the excellent accom- 
modations of the exhibit space, in general exhibitors ex- 
pressed themselves as well satisfied with the interest 
shown by visitors. Those who attended, they pointed out, 
were seldom curiosity seekers, but were instead people 
whom they hoped to attract, who were really interested 
in the story the salesmen had to tell, and who should 
help to spread the gospel of efficient heating and effective 
ventilation. The visitors included a great many heating 
engineers and architects, as well as heating and ventilat- 
ing contractors who hoped to profit from new methods 
brought to their attention. 

Practically every department of the two trades was rep- 
resented among the booths. While no radically new meth- 
ods or ideas were presented by the manufacturers, few 
visitors had ever had the opportunity to collect data on 
as many lines and types as were on display, 

Boiler manufacturers were represented by the Fitz 
gibbons Boiler Co., New York City, whose steel boilers 
heat the building in which the show was held, and by 
the Abco Boiler Co., of Brooklyn. Grates for boilers were 
also much in evidence, displays being made by the Pyra 
mid Iron Products Corporation, the Rathgev Grate Co., 
Inc., and the Economy Grate & Equipment Co 

Unit ventilator concerns who had excellent booths in 
cluded the Peerless Unit Ventilation Co., Long Island 
City, with working models, and the Herman Nelson Cor 
poration, of Moline, Ill., this concern exhibiting its Uni 
Vent systems, 

Various types of ventilating equipment were on display. 
One of the companies cooperating was the Carrier En 
gineering Corporation, of Newark, N. J., whose display 
was augmented by equally interesting exhibits by the 
Aerofin Corporation, the Buffalo Forge Co, and the United 
States Ozone Co. Air filters were the basis of booths 
equipped by the Spray Engineering Co., of Boston, Mass.; 
the Reed Air Filter Co., of Louisville, Ky., and New York 
City, and the Midwest Air Filters Co., of Bradford, Pa 


There were few heating specialty houses represented, 
but what was lacking in quantity was made up in quality. 
For instance, a great deal of interest was shown in the 
new Eastman low pressure heating control, shown by 
Hanson & Parker, Boston, Mass., and the Gifford Heat 
Control Systems, of New York City. The exhibit of the 
New York Steam Co. was also a center of interest. 

Oil burners came in for their share of attention, exhibits 
including those of the Kres-Kno oil-gas burner; the Wayne 
Tank & Pump Co, burner; the Aetna automatic oil burner, 
with model installed in a Fitzgibbons boiler; the Simplex 
burner, and the Arcoil Heat Machine Co. product. 

Tool companies had two of their number present, the 
Oster Manufacturing Co., Cleveland, O., having pipe ma- 
chines in operation, and the Ridge Tool Co., of Elyria, 
Ohio, also holding an exhibit. Another display of interest 
was that of Hart & Cooley Co., Inc., New Britain, Conn., 
where radiator enclosures of various types caught the eye 
of those interested in beauty, economy and convenience. 
Another manufacturer of these products, W. H. Johnson 
& Son Co., was also represented by a booth. 

The A. H. Wolff Gas Radiator Co., New York City, had 
the only display of gas radiators displayed separately 
from other products, but Clow Gasteam radiators, Bryant 
gas fired boilers and Ideal boilers were shown as parts 
of one large exhibit. Other products shown were Kompak, 
ittsburg and Lovekin water heaters, Davy garage heater 
and Minneapolis heat regulator. 

Heating and ventilating engineers in attendance were 
welcomed by their fellows at a booth maintained by the 
American Society of Heating & Ventilating Engineers. 

















“CHICAGO’’ 
No. 2 


Power Pipe Thread- 
ing Machine 





For 
Production and Precision 
hreading 


PORTABLE 
a o 2” 
Cc pacity } yee 2 to se Balt 
FEATURING: 
Quick Die Chan 
Automatic Die Fiead 


Three Speeds. 
Perfected Oil Control. 


Send for Catalog. 


CHICAGO” PIPETHREAD MACHINE CO. 


Office and Factory: 1615 Racine St., RACINE, WIS., U.S. A. 
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CESSPOOL 


DEEP SEAL 








Prevent clog- 
ged drains. 
Diameter 


10”. 2 sizes, 


Especially 
effective for 
draining ce- 
ment flocrs in 














Basements, : : 
Garages and Write fo 12” and 18 
Ce. rite for 7, 
Stables. Cotalen. Deep 
R. ESTABROOK’S SONS 
204 First Street $3 South Boston, Mass. 














Haas 


Flush Valves for use in combination with 
all styles of bowls for all classes of 
service to operate under low or high 
pressure water supply 


Water Closets for every type or class of 


service 

Frost Proof Closets. Direct flush 
or after flushing. 

Write for catalog. 


Philip Haas Co., Dayton, O. 














Armstrong Bros. 


PIPE CUTTERS 


and Cutter Wheels 


Write for free 







All Kinds- 
All Sizes 


Equipped with Armstrong 
Bros. Improved Knife Blade 
Cutter Wheels made from 
ALLOY TOOL STEEL 


ARMSTRONG BROS. TOOL CO. 
323 N. Francisco Ave. - Chicago, U.S.A. 


























Personal Mention 


of Pa., 
Manufacturing Co., is 


of 
one 


Theodore Ahrens, Pittsburgh, the 


ot 


president 
making 
his periodical visits to Southern California. 


Standard Sanitary 


L. D. Lawnin, president of the N. O. Nelson Manufac 


turing Co., of St. Louis, Mo., returned recently to that 
city from a brief vacation in Southern California Mr. 
Lawnin also visited the company’s western branch at Los 


Angeles. 


William A. Brecht, president of the Krupp Foundry Co., 
of J. B. Wise, Inc., 
back on the job again at his office in 
Philadelphia Mr. Brecht 
recovered from the illness which has kept 


Lansdale, Pa., and 
Watertown, N. Y., is 
the Stephen 


has practically 


vice-president 


Girard building, 


him away from his office for several months. 


George P. Cartwright, of S. S. Fretz, Jr., & Co., Phila 
delphia, who is an active figure in boys’ sports and a promi 
nent basketball referee, besides his connection with the 
Fretz concern, was elected vice-president of the Penn 
Jersey Baseball Federation at a meeting held recently 
at the Hotel Ben Franklin in Philadelphia 

KF. S. Crumley, manufacturers’ agent, has been ap 
pointed manager of the Hammond, Ind., branch of the 


Wolff Manufacturing Corporation, of Chicago. 


Cc. G. Loomis, formerly secretary of the Kansas State 
Master Plumbers’ Association and secretary-treasurer of 
Salina Plumbine Co., Salina, Kansas, has become con- 


nected with the Salina Supply Co., Salina, Kansas. 


R. H. Lewis, sales manager for the Ruud Mfg. Co., Pitts 


burgh, Pa., addressed a large meeting of master plumbers 


in San Francisco, Calif., on March 5, at the Ruud show 


The F. N. Du Bois Co., Inc. 


Manufacturers of 


Lead and Brass Plumbing Pro- 
ducts and Blauvelt Bathroom 
Fittings including Packless Sin- | 
gle, Double and Triple Faucets 


A comprehensive exhibit of 
The F. N. Du Bois Co.’s pro- 
ducts and the Blauvelt line is 
on permanent display at the 
Architects Sample’s Corpor- 
ation, 101 Park Ave., New 
York City. 


Ninth Ave. & 25th St. New York 
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room, 245 Mason street. After the meeting dinner w: 
served to the guests. 
John Madden, of the Standard Sanitary Manufacturin 


Co., was chairman of the day at the March 4th luncheo: 
of the California of Plumbing and Heatin: 
Salesmen of Oakland, which was held at the Wild Duc} 
Inn 


Association 


Musical numbers and a talk constituted the program 


A. M. Cullum, of the Reading Iron Company, Reading 
Pa., has just returned from a month’s trip through the 
oil country near Tulsa, Okla. He was accompanied by 
Mrs. Cullum. 

H. J. Kleinman, Philadelphia manager of the Central! 


Tube Co., Pittsburgh, Pa., has the sympathy of his friend 


in the trade, on account of the death of his father, whic! 


occurred on March 13th. 

Joseph Murphy, who has been traveling Michigan terri 
tory for the Thermal Appliance Co., New York City, wit! 
Detroit as headquarters, is now traveling out of the main 
office of the company in New York City. 

George E. Kitson, of Philadelphia, is at Atlantic City 
N. J., to recuperate from a recent illness. 

Arthur Wolfgang, of the National Trade Extension 
sureau, recently spent a few days in Philadelphia, visit 


ing apprentice classes in Philadelphia trade schools with 


John A. Quinn, president of the Philadelphia Master 
Plumbers’ Association, 
Joseph A. Cleary, president of the Quaker City Spe 


cialty Co., Philadelphia, is on a business trip to Florida 


Ile expects to be gone about a month. 


John A. Quinn, president of the Philadelphia Maste: 
Plumbers’ Association, has now almost recovered from 
his recent illness, and is spending an hour or so each 
day at his office. 








N. R. S. 155 


NIEDECKEN 
SHOWER 


For Steam 
and 


Cold Water Supply 


The 
Industrial Plant 


Installation 














Cold water and steam are supplied to the mixer which 
delivers water from the shower at desired temperature. 


The shower to install where steam is more available 
than hot water. 


NO STORAGE TANK FOR HOT WATER REQUIRED. 
Write for Bulletin D10X. 


HOFFMANN & BILLINGS MFG.Co. 





Mean ee ee 
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DOMESTIC 


BUILDING PERMITS FOR FEBRUARY, 1926 


Total building permits granted in 207 cities during the 


month of February amounted to $236,006,000, accord- 


the 207 building departments to F. W 
The above 
the total 


last 


ing to reports of 
Dodge 


of 8 per cent 


Corporation figure showed a decline 


from amount ($256,769,300), re 


ported in February of year. Seventy-three cities 


February, while 133 cities 


the 


showed gains over the preceding 


showed losses No change occurred in valuation of 












building permits for the city of Pasadena, California 
February permits also showed an increase of about 1 per 
cent over January February “honor roll’’ cities (those 
reporting more than a million dollars in total permits 
and an increase of 20 per cent or more over their Feb- 
ruary 1925 totals) numbered seventeen, compared with 
18 on the January “honor roll.”” The February “honor 
roll’ cities were: Atlanta, Elizabeth, Ft. Worth, Greens 
boro (N. C.), Indianapoli Jacksonville, Jersey City, 
Lincoln, Mt. Vernon (N. Y.), New Orlean Newark (N. J.), 
Peoria, San Antonio, San Diego, San Francisco, Tampa, 
and Yonkers 
| | 19 
| Via itior 
Alsabamece 
irminggha iy ‘yt ‘ Ti , 176,400 
Arizona 
Phoer 109,401 
Arkansas 
Kt. Smite { S040 
littl Re } 81.100 
California 
\lameda 125,100 
Rerkele 669.4 
Comptor 101,000 
Fresno 1,000 
(rlendale 612.200 
Long | 20 900 
La Ange | 1200 
oakland 0 ) 
Pasadena Soa Toa 4 09.700 
Sacramento ee) 1 ao 241 1,966,200 
San Diego 74 3 200 609 1.032.100 
San Fr ) 1i 1,871,500 
San J ’ 0 165,400 
Santa Ana ) ) 42 288 000 
Stockton " ) ( On SOO 
Colorado 
Colorado Spring 64 G8 "0 S40) 71.600 
Denver 14 ” 
Pueblo 4,200 
Connecticut 
Bridgeport 173,500 a) 123,000 
New Haven 8,700 114 338,400 
Delaware 
Wilmington { SO 800 219,000 
Dist. of Columbia 
Washingto O7.100 726 1,896,800 
Florida 
Jacksor ‘ i bh, S00 1,600 
Lakeland 17s H92 404 
Miami ( 19 
Pensacola 8.008 47 
Tampa 2 365.700 410 
Georgia 
Atlanta ' $1,600 143 1,241,500 
cauaen 0 14 125,500 
aacon i4 158,400 
pavannah 10 ‘ 54,400 
Idaho 
| 21.300 63 58,700 
illinois 
ror: 00 | 148 800 
Chicage 123,800 1.41% 27,220,500 
. 1! 00 112 535,800 
St Lou 4 7.100 102 234,200 
Mvanston 00 ¢ 506.700 
Vavwood 4 160.200 1 276.100 
"eo1 a oY 173,800 
Quincy 5 84.900 13 25,000 
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HACO 


BOILER LIQUID 


For repairing leaks in steam and hot water 
systems and automobile radiators, cracked cy] 
inders and water jackets, CHACO BOILER 
LIQUID is unsurpassed. 





Especially after installing new heating systems 
will CHACO BOILER LIQUID prove superior, 
repairing the small leaks that so often occur due 
to defects in pipes or castings. 


And as a re-sale 
item it is equally 
desirable, bringing a 
sure, steady and 
profitable business. 
Send the coupon, get 
the details. 
















THE CHAMBERLAIN 
COMPANY 
22 Terminal Way, S. S. 
PITTSBURGH, PA. 
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_ February, 1926 February, 1925 
i No. of No. of 
| " Permits Valuation Permits Valuation 
cocKtiore 
ease : . no 332,800 63 244,200 
sh 72 217,700 81 236,500 
. is me 230 175,100 265 354,800 
oe ayne se 615,400 117 566,900 
=e» 129 735,700 263 1,938,500 
; mon | 52 171,100 57 307,900 
ine iapo Ss 77s . 
= — is ; a naeeee 1,125 1,905,600 
a mn cord : 36,400 45 74,400 
. = 180 352,900 169 286,100 
i 54 865,300 104 122,600 
own 
- . — - 231,000 102 763,000 
. ; 62 56,200 54 65,800 
Moines 76 219 ‘ 
mints * 219,800 166 1,089,500 
es 2 wee - 42,800 44 34,900 
“ ’ : 43 200,800 61 100,800 - 
ansnis 
Kansas City 117 166,700 131 188,600 
i pPenKa 77 7 i 
- ot oan vip 111 460,400 
Kentucky ts re i en 
Covington : 56 117,700 68 
7 i] 164,30 
ou | ‘ington 59 87,900 61 27 ~e 
ye} Louisville 333 25 np 
y 333 1,425,000 502 3,429,100 
4 Louisiana 4 
Orleans 7 99 
‘a ; . 1 174 2,292,800 146 1,201,600 
Y port 253 340.600 96 
N Maine : - 7 ened 
y | ‘ortland 32 878,800 60 50,300 
Z | Maryland— ay 
x ! timore ; . 1,216 2,224,401 
N | Cumberland ......... 19 33.9( > yg 
) ¢ 33,900 41 599,400 
4 | Massachusetts 
N a pe od wih 370 2,988,400 517 3,880,700 
4 Kton 2s 5 
h ; ; ; y <arac pnb 29 35,600 33 54,600 
1 The original adjust- fj" 0 eM 
i : ) 19,200 13 39,200 
} pte i a 17 46,400 28 spo 
able stock and dic. Qltmmccce Po me = 
, j Fitchburg > 
an LE, | ttoivore «.. Pa —— = noi 
\ seconde ee ee ~4 55,100 39 138,800 
y) oe ; asta 66,600 11 171,200 
made since 1875 and fF) e COM aega0 aso 
N : ae cietwan esha 14 36,600 52 250,300 
still in LSS Baad oc BR 
yeesion 40 Bice ee 
) 2 | Pere Tre 50 145,600 88 345,500 
‘ a . re 25 102,100 31 86,700 
Somerville ... ; ; 36 250,90¢ 
popularity. - - - {imei MR is 
Z Waltham 15 29.5 ; rs poe 
¢ eevee ‘very 5 39,500 25 
x WOON ctciscadene 81 365,000 ; iene 
N as y 116 1,517,300 
Z an— 
A Battle Creek 
’ < ; Bie guavas 36 94,600 33 
Send to Department D for Be eee eee tvenersens saan 28/500 
A Detroit +o 1,975 5 
q | 975 9,609,500 2,393 9,772,000 
. lint eacness 57 ; 
Catalog No. 19, showing our | Grane Mapiéc 3. $50 © cones «818 Aaastes 
Z | “a apids .. . 226 462,600 312 1,231,700 
; d SRGROM <vcrvrieswacere 42 67,300 ; 
x frncedlih ‘ 7,30 38 182,000 
complete line of Pipe Tools. N } : — De  evewan Rods 32 60,500 47 65,200 
j} Lansing ............ : 
4 | Pontiac ai [ne rd ee 
4 Pe Sake es wee eet 55,300 26 41,300 
Ny Saginaw vanweeeens 7,5 
Y | se ‘ 48 87,500 64 328,100 
TIM WS | Dull “cept 
.- T N i EE. Goeeaeenek eens 83 221,700 103 
) | Minneapolis 37 ; tine 
: y i _ S. Ghatuies . 879 1,218,900 427 1,520,500 
. 2 =i" Paul ....... scat 184 1,114,400 199 1,051,506 
; Mississippi— | 
The Armst Y 
ms r ¢ % | Jackso 5 59,7 
ong g. 0. : Wepre are 258 459,700 46 255,900 
ecunn 3 Missouri— 
RT, CONN. : N magne are pane ; 417 1,575,000 520 5,046,100 
iN . souls 
ONLY _—— spaeiwae 862 3,130,200 1,079 4,871,400 
Hate, } ana— 
Butte 7 
i itt Sree Cee Per 4 76,000 14 9,700 
Cataloa Nebraska 
Lincoln sSaaliie ee 5 7 7 
ee sal 95 1,177,600 78 241,700 
a ae ee 94 316,200 205 758,100 





New Hampshire— 
Manchester . Prrrer 23 35,700 43 89,300 
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February, 1926 February, 1925 
No. of No. of 
New Jersey— Permits Valuation Permits Valuation 
Bayonne ... ; ; 10 69,100 30 343,700 
Camden is ae 58 205,000 104 344,200 
East Orange .. 66 391,200 59 300,800 
Elizabeth ... 66 1,006,700 91 505,200 
Hoboken ia 10 30,200 14 12,700 
Jersey City ‘ 84 2,171,700 74 1,047,600 
Newark 268 5,627,400 299 1,758,400 
fo! ba % 30 93,100 39 54,300 
ae aia 27 117,000 31 124,400 
Paterson .... 93 391,400 152 854,500 
Plainfield .... 34 274,300 13 454,100 
Trenton . : 48 87,800 143 297,400 


vines”. as ssw ae caso | | The ILead Seal Tank Coupling 


New York 





























RES rare vious ve as 319 330,900 38 259,106 . . . . 
Auburn ....... . ; 13.800 ; ' seg An all-metal boiler connection that simpli- 
Binghamton ......... 171 346,000 214 78,400 fies water heater installations. 
Buffalo ......... tee (244 770,600 402 1,157,700 , ‘ soi 
Mt. Vernon ......... 23 2,029,800 32 267,200 | A line of 39 other special brass fittings, not 
Bronx ............. 613 15,517,900 570 to be found in staple stocks, permit easy 
ie fins +» 2,075 14,215,600 1,832 close-set, low-friction water heater connections 
Manhattan ...... -. 315 19,690,900 297 19,865,900 in the most awkward positions 
Queens ........ eas) OTA 9,611,900 1,184 10,206,000 | 
agen eerere 97 921,100 199 597,800 Bulletin-Catalog No. 3C shows how. Have 
: Pal (All a as Sa ad you sent for it? If not, a postcard request 
§ vac < aeaea 59,957,400 4,082 56,555,800 . . . 
Niagara Falls . ee 46 150,600 56 177,000 will bring it to you. 
Schenectady e patere 19 83,100 37 115,000 
os, ee 78 309,300 107 391,700 Your dealer can supply the fittings. 
ans soa Brees ome 23 42,600 28 78,400 | d 
Utica eR Ge ee ee 10 35,900 30 02,900 
Yonkers ee The Slack-Horner Brass Mfg. Co. 
North © neato ; 1638 Blake Street 33 33 Denver, Colo. 
Asheville ......... ‘ 117 883,300 90 229 800 
es 59 238,800 61 1,139,900 
Durham ...... iag es 46 274,800 96,600 
Greensboro ee re 74 1.016.300 & 205.500 
WAPRIMMCON 6.6 occ sees 14 201,300 12 40,600 
Winston-Salem ...... 115 239,600 144 618,490 
North Dakota— 
WORE sacces ‘ ee 11 92,700 11 14,800 
Grand Forks . 2 : 100 2 900 
Ohio— 
re gets 228 960,800 338 1,065,500 
MUNIN = 65 55 os “oak 00 we le 104 354,700 179 693,300 
Cincinnati .... cane eae 1,316,600 474 1,366,700 
Cleveland ...... secs ©6708 2,904,100 972 5,412,700 Trade Mark AND ee 
COlsPADUS ... csc ccccccn 885 1,193,800 505 2,634,300 
Oe nee 144 376,900 209 959,900 | 
TERMMIIGOR: occ scess ss 50 156,700 78 153,200 | IR N BODY GATE VALVES 
Mansfield ......... - 3 39,400 41 134,600 
BRMGUGRY .cccccccs ; 15 26,800 38 43,200 
Springfield .......... 38 . 47,500 44 62,100 | 
Toledo ........... .. 248 732,100 298 1,481,700 | 
Youngstown ...... 3 97 302,100 167 580,600 
Oklahoma— 
Muskogee ...... ~ 16 31,900 28 35,400 Screwed 
Oklahoma City ...... 201 657,900 215 505,000 
CPOMIMOO icccecscae 8 24,800 8 24,500 Flanged 
oo Eee eee . 133 810,600 255 781,400 
Oregon— and 
ot 1,009 2,502,200 1,236 3,504,700 
Pennsylvania— Hub 
Allentown ....... , i 79,800 13 25.300 | 
Altoona ........ 36 119,600 64 228,400 | : 
Bethlehem ........ 22 90,100 11 7,700 a 
Peer re : 12 34,800 18 46,100 ae o. s. & Y. 
I ae 59 135,700 169 370,300 
Harrisburg .... 30 325,200 39 121,000 | ( K 
Johnstown ......... 23 19,000 36 276,000 Sizes Patterns 
Lancaster .... : 22 238,100 44 235,600 
Philadelphia 647 9,108,200 1,929 10,320,800 & to 12 
Pittsburgh ... ‘ 345 2,135,900 424 4,020,800 | Inclusive 
RORGINGE ...05-. : 92 932,100 100 569,600 
Scranton ............ 45 134,700 107 296,200 | 
Wilkes-Barre : 27 100,700 62 270,600 ‘anufactur 
ee rer 27 76,400 56 109,100 - _ 


| ILLINOIS MALLEABLE IRON CO. 
Providence ... 135 560,400 280 935,9 00 | CHICAGO, ILL. 


Rhode Island— 


South C lina— 
outh Careline @ENERAL OFFICES 1801 DIVERSEY PARKWAY 


Charleston 34 25,500 32 12,800 
Columbia .. are Secale 52 46,400 69 55,500 








78 DOMESTI 


South Dakota 


Tennessee 


Texas 


t tah 


Viracinia 


Washington 


West Virginia 


Wisconsin 


Wyoming 





A Return Line 
' VACUUM PUMP 


without a Peer 








Capacity, Efficiency and 
Quality Guaranteed 





Sold on Honor 
1} at Right Price 


|| Economy Pumping Machinery Co. 
87-122 N. Curtis St. Chicago 


District Agents Everywhere 
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New Equipment 


A New Cement for Plumbing and Heating Men 

4 new cement has recently been placed on the market, 
used for the purpose of repairing various kinds 

metal The makers claim that it is steam pressure 
yrroof. that it will stand acid, 
d will wipe a 
int where it is almost im 
ible to use lead It is said 


to be useful for gaskets. This 

ment, according to the mak 
er will stand 1,200 degrees 
I and is not affected by ex 
pansion and contraction It 
is also used in repairing gal 
vanized range boilers, and it 


claimed that it will not peel 


or rust off It has a metal 
base This product is made 
In thi colors, black gray 
ind white. The white is used 
for repairing cracked or 

lavatories, as sug 


chipped 
gested by the illustration, also bathtubs, tile floors, setting 
china handles on faucets, ete., and many other places 
Where a white cement is required The black cement is 
used for repairing cracked sectional boilers, hot water 
heaters, pipes, joint cracked radiators and other places 


in plumbing and heating systems 


Roy A Judd, of 


awarded the 


Excelsior Springs, Mo., has been 
heating and plumbing contract on the new 


chool building in Brasher, Mo 





The Standard 
Home Unit 


The Model B 


220 Gal. per Hour 


10020 


List, f.0.b. Indianapolis 


UPIUE? . 


WATER SYSTEMS nme os 






Remarkable Performance! 


Gurley Positive Seal Rotary Pumps can lift water 28 to 
30 feet, and do it dependably in good installations. Simple, 
strong construction. Servic> troubles remarkably rare 
Gocd plumbers make more water system sales when they 
demonstrate Gerley Autoz atic Systems. A trial with one 
will prove it to you. 


Murdock Jr. - - - - $ 85.00 


(Capacity 175 gallons per hour) 
Mole! B - - = = = $109.99 


(Capacity 220 gallons per hour) 


ModelC - - - = = $125.09 


(Capacity 400 gallons per hour) 
Model D - - = = = $150.99 
(Capacity 690 gallons per hour) 
All models equipped with repulsion-induction motors 


All above prices are list, f.0. b. Indianapolis 








GURLEY PUMP & MFG. COMPANY 
807-808 Merchants Bank Building 





INDIANAPOLIS 
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New Trade Literature & 


“Instant Hot Water” 
American Radiator Co., of Buffalo, N. Y., has issued a 
oklet with the title “Instant Hot Water.” The booklet 


attractively illustrated with a series of colored picture 


iowing various uses of hot water. The company’s coal 


irning Arco tank—-a combination coal-burning water 


eater and storage tank is described in detail, and blue 
prints show installations on circulating system Tanks 
of various capacities are listed. 
Circulars on Septic Tanks 
Chemical Toilet Corporation, of Syracuse, N. Y., is dis 
tributing circulars describing its San-Equip septic tanks 
The septic process is described, and the tank and filter bed 
are shown by diagrams. The company has also prepared 
slides on the subject of septic tanks for use in suburban 
homes or camps, also slides showing the installation of a 
waterless toilet for use in camps or other districts where 
there is no water supply available 
Triumph Brass Company's Catalog 

Triumph Brass Company, of Columbus, Ohio, has just 
sued its catalog No. 12 describing stop and waste valves 
compression stops, globe valves and angle valves. The 
first pages of this catalog set forth the various features of 
the company’s valves, and the water-way, union bonnet, 
double-seated valve stem, seat, disc, ete., are described in 
detail. The catalog also contains an article reprinted 
from “Domestic Engineering’’——‘‘Judging Stop and Waste 
by Mathew Joe Weber. Several illustrations and 
diagrams are included in the catalog. 


’ 


Valves,’ 


Duro Pump & Manufacturing Co.’s Folder and Cutout 

Duro Pump & Manufacturing Co., of Dayton, Ohio, is 
distributing an envelope stuffer which points out the de 
sirability of softened water as a means of preserving the 
complexion. A chart shows five basic advantages of auto 


matically softened city or well water for personal us 
for the bath, for cooking and canning, for laundry and 
general uses. There is also a table of sizes and gallons of 
softened water delivered between salt fillings. The com 
pany is also sending out a cutout of this automatic water 
softener. The cutout measures nearly 4 ft. in height, and 
makes an attractive window display that can be set up 


quickly and easily. 


The Design of Gravity-Circulation Water Heating Systems 


F. FE. Giesecke, professor of architectural engineering 
and director of the engineering experiment station of the 
University of Texas, is the author of a book entitled “The 
Design of Gravity-Circulation Water Heating Systems.’’ 
This treatise contains six chapters: ‘‘Fundamental Expla 
nations,’’ “The Elementary Heating System,” “The One 
Pipe Heating System,” ‘‘The Two-Pipe Heating System,” 
“Direct and Reversed Return,’ and “Systems with Over 
head Distribution.” <A series of tables and diagrams is 
also included The object of the book is to present a 
method of designing water heating systems which is scien 
tifically accurate and simple enough to enable any heating 
contractor to make satisfactory designs of similar systems 
he may encounter. 

“Do You Invite Trouble?” 

A little booklet with the above title has just been 
brought out by Abram Cox Company, of Philadelphia. 
This booklet is an answer to the home-owner’s complaint 
vhich frequently comes back to the heating contractor 
fter the owner has insisted upon some makeshift system 
for supplying hot water for household use, against the 
vyood judgment of the contractor. Among other things it 
points out to the owner how he frequently ruins a good 
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_ DEHN’ Automatic Water Softener is 
and Scale Remover s 





THE QUALITY GOODS: LAME QUALITY GOODS pal 





If your customers have trouble with hard water, sell them bel] 
DEHN'S Water Softener Auto mat ally softens hard water igs 
Positively prevents the accum 1 of lime, magnesia, et« n a 
water backs, coils, et Thousands in use Priced right for io 
=, profits Write for detail pet 
© S| 
ied . . “fy ‘ ped! 
rs COMPOUND INJECTOR & SPECIALTY CO. ‘= 
e mt} 
bad) 419-421 D No. Laramie Ave. Chicago, Ill., U. S.A ya} 
t= : =| 
sy Originators, de ners and sole manufacturers © | 
i eH 


im Ab Tu Li 
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THE QUALITY GOODS 








Bottom Hung 
Wall 
Single Row 





For all types and 
makes of radiation 


Seven different models: Made of 
pressed steel throughout and 
adjustable 5 inches vertically 
and 214 inches _ horizontally. 
Sold complete, ready for use. 
There are no extras to buy 


Try MOORE Hangers on your 
next radiation job and you will 
find that it is not so hard to 
install radiation as you thought 
it was. Your jobber can supply 
you. Ask him. Shipments made 
same day order is received 


Carty & Moore Eng. Co. 
Incorporated 
611 W. Larned Street 
DETROIT, MICH 
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heating job by trying to get something for nothing. The L 
way to correct these troubles, which the owner sometimes 
expects the heating contractor to remedy free of charg 
is given in the booklet 
Kohler Exhibition Room in the Tribune Tower 

Kohler Co., of Kohler, Wis., has issued a folder calling 
attention to its exhibition room on the ground floor of 
the Tribune Tower, Chicago. Attractive illustrations show W 
the tower, the exhibition room from the outside, and an 
interior view of the southwest corner of the display room. 















Y the use of Curtin 
Noiseless Tank 
Fittings, the plumber 
does a better job, and 
the pottery produces 





Booklet of Sales Managers’ Letters 
Executives having charge of salesmen will be interested 































































































heuer pont os. in a little booklet issued by the Metropolitan Life Insur N! 
tion by installing these ance Co., of New York, entitled “Spare the Harpoon.” The 
fittings made by a booklet contains nine letters from the home office to the 
concern which special- | salesman, each letter intended to produce a ‘definite effect par 
| izes only on tank fit- 7 
| tings. They embody In a friendly way they try to keep the salesman “‘in line”’ You 
many practical and dis- by pointing oat in an understanding way the difficulties of tila 
tinct features, the re- his work; and they likewise touch upon selling methods eve 
sults of our over forty ; cn 
years’ actual experience and general business policies. Yo! 
J inthe plumbing craft. 
A. F. CURTIN VALVE CO. len 
76 Ship Ave. MEDFORD, MASS. a 
on 
op 
Dr 
sta 
by 
| for 
of 
| vel 
Sc! 
| March 24, 1906 by 
Warren, Balderston & Co., of Trenton, N. J., moved into pe. 
| their new and up-to-date business building at Greenwood th: 
“BUILT-WELL” | | secret Jackson street, in that city, on Saturday, - 
oie edts The Humphryes Manufacturing Company, of Mansfield, wl 
Ohio, will open a branch office in New York City, on 
{pril 2nd. cit 
the Mark ——S— M 
are built to last — — The International Heater Company, of Utica, N. Y., has pr 
to give the most ex- just awarded the npaynne oe ee of a nae th 
: . stantial addition to its large plant on Park avenue in that te 
oe acting service. Made city. The new building will be of brick, two stories high, 
Velock Joint from selected woods, and will join the wenianiie = the east. ne 
° ° ° a fs 
> fr incl uding genuine Thomas M. DeLaney, of Brooklyn, N. Y., has moved his - 
K UN American Walnut. plumbing, steam and mill supply business from 144-146 M 
me -° V lock double dow- Flatbush avenue to new quarters at 574-576 Atlantic " 
L So |} avenue. Mr. DeLaney recently purchased the two four- ‘ 
bh taediana sl eled method of con- | story buildings at that address, and has built an addition du 
enya pang a struction. \\ rite for | on the rear and fitted up the interior of the stores to fit " 
sremeredivom | the Built-Well Cata- ‘hacer han caesar J 
bottom ow . ¢ A 
rure oniy makes | log showing all styles The card party given by the Chicago Master Plumbers’ ' 
and finishes. {ssociation on Friday evening, March 23rd, was one of h 
| the most enjoyable social affairs given by the: organiza- 
oa tion in recent years. Cinch and euchre were played, after 
BUILT-WELL which light refreshments were served. At this meeting ; 
MFG. CO. teps were taken to organize a ladies’ auxiliary, to be : 
1458 W. Kinzie St. known as the C. M. P. A. Auxiliary. t 
CHICAGO, ILL. ————1906 —___—_— | 
The Russeli-Vail Engineering Company, of Stockton y 
Calif., has been awarded the contract for the installation 4 
of a heating plant in the State Capitol at Sacramento h 
Calif., on its bid of $17,500. Scott, Lyman & Stack, of I 


Sacramento, secured the contract for plumbing and gas 
| fitting at a bid of $23,850. t 
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NEW YORK CHAPTER A. S. H. & V. E. DISCUSSES 
VENTILATION 

‘Open Window versus Mechanical Ventilation,” with 
particular reference to schools, was discussed by the New 
York Chapter of the American Society of Heating & Ven- 
tilating Engineers at its monthly meeting, held Monday 
evening, March 15th, at the Building Trades Club, New 
York City. 

After the members had partaken of their usual excel- 
lent dinner, President A. A. Adler turned the meeting over 
to R. H. Carpenter, nominee for president, who called first 
on William H. Driscoll, national president of the society. 
“The object of this society is to seek the truth,’’ Mr. 
Driscoll, who is opposed to open window ventilation, 
stated. He pointed out that ventilation had been studied 
by engineers, architects, doctors, and others interested 
for one hundred and fifty years, and that the consensus 
of opinion for all that period of time is that open window 
ventilation is not suitable. He does not believe in the 
scrapping of the standards which have been established 
by patient study and successful effort during this long 
period of time. The speaker called attention to the fact 
that Dr. C. E. A. Winslow, chief exponent of open window 
ventilation, was against open window ventilation in 1912 
and again in 1915. He urged the members to become 
missionaries to counteract the sentiment for this type, 
which he says is rapidly spreading. 

Dean F. Paul Anderson, first vice-president of the so- 
ciety, was the next speaker. The Dean endorsed what 
Mr. Driscoll had said, then extended to the members 
present an invitation to attend the summer meeting of 
the Society at Lexington, Ky., which the Dean charac 
terized as the garden spot of the world. 

Perry West, consulting engineer of New Jersey, the 
next speaker, said that we are entering on an era of 
superior mechanical ventilation. Contrasting Dr. Win- 
slow’s method and present mechanical ventilation ideas, 
Mr. West stated that radiation under the open window 
plan will have to be at least doubled, and that the cost 
will be almost the same as the mechanical type due to 
the fact that more cubiture of space will be necessary for 
each additional pupil, thus bringing up building costs. 
James A. Donnelly spoke briefly on the subject, suggest- 
ing that members concentrate on old schools and attempt 
to bring them up to the high standard of ventilation now 
being installed in the newer edifices. 

Dwight D. Kimball, member of the New York State 
Commission of Ventilation, which commission’s recently 
published report, started the furore on the two types of 
ventilation, spoke in rebuttal to remarks of the early 
talkers. While Mr. Kimball does not approve of open 
window ventilation, he took the members to task for mak- 
ing positive statements when none of them would admit 
having seen an installation along the lines suggested by 
Dr. Winslow. He refuted some of Mr. West’s statements, 
stating that the cost per cubic foot of mechanical ventila- 
tion is four to five cents, and of the other style two to 
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three cents, and that it is not necessary to increase the 
cubic footage of air per pupil under the type recommended 
by the New York State Commission Mr. Kimball praised 
the idea of the comparison of the two methods offered by 
the Rochester schools, which the society is to take advan- 
tage of, as he believes that this will give proponents of 
mechanical ventilation a chance to actually prove the Value 
of their system as compared to the other type. 

W. O. Fleischer introduced a new angle to the subject 
when he stated that the evenness of ventilation secured by 
mechanical means may be its greatest curse, as the lack 
of variety is likely to cause people to imagine that ventila- 
tion is not taking place sufficiently, and J. I. Lyle carried 
out this thought by remarking about the psychology of 
the open window, giving examples of pupils in schools and 
employes in factories demanding that windows be opened, 
although efficient ventilation was being done by mechan 
ical means. 

F. G. McCann, of the Engineering Department of the 
New York Board of Education, made some interesting 
observations from the standpoint of the operating engi- 
neer, mentioning among other things, that the Sage 
Foundation had found in the study of three types of 
schools, i.e., those mechanically ventilated, those partially 
mechanically ventilated, and those using no outside ven- 
tilation aid, that the proportion of promotions was the 
greatest in the completely ventilated schools, and the sick 


ness was least in this type of schools. 


Safarik & Sons, Spickard, Mo., recently opened a plumb 


ing and heating business in that city. 








At the annual convention of the Indiana Society of Sanitary 
Engineers, held recently at Lafayette, Ind.—Top row, left to 
right: T. FE. Sparkman, of Puritan Engineering Corporation, 
Crawfordsville, Ind.; E. T. Orth and G, M. Durgin, of Wood- 
ward-Wanger Co. Philadelphia, Pa—Bottom row: John 
Wood and E. P. Rainey, Duro Pump & Manufacturing Co., 
Dayton, Ohio, and H, E. Schofield, of Eljer Co., Ford City, Pa. 
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tions ¢ th nd annual ban t and ladie nig) ( 
th « I rhe i W lt di evening Mat 17 if 
he Elks Hom \ me enue, Rutherford, N. J 

OF cour t St. Patrick’ Dav, and there were 

! I nd of ft and patron t durit 
ning, in the de ratior nd in the humor jc] bound 
tO compar Cee ful af of this kind I} humor 
tarted I 1 ! enir r when the 200 guests sat 
down to the dir er table tl were greeted by a clever 


nd original menu with trade names taking the pla ( 
the usual matter of fact oup to nuts” outline of the food 
to come Th menu, incidentally, was the work of ( 
Koster, secretary of the ociation, and also secretar of 
he committee on arrans ents 

Intersper 1 between ourses Was some good musi 
with a clever song leadet pianist who never faltered 
on the old time favorites As Mr William Wilson, presi 
dent of the Ladies \uxiliar tated, the ongs made them 
feel ixteen £all 

Speeches el n order when the last cour had d 
appeared, the guests hearing from the mayor; State Presi 
dent John J. Corcoran, of Jersey City 4. Hoffman, of 
Verona Past National President Samuel F. Wilson. oft 
Newark; president of the Newark Association, Walter A 
Crub M. W. Hobin president of the South Bergen Asso 
iation Secretary Koster acted as toastmaster 

The ladies took advantage of the occasion to hold thei 


annual inst; 


Charles Zimmerman, state pre 
liam J. Wilson, of Lyndhurs 
Virs S J Clark ot Arlinet« 


Walter She 
Neary, 


rwoot of L 


liam of ndhurst, 


lation f Ladies’ 


ident, offic 


ndhurs 


Auxiliary officers, Mrs 


iating Mrs 


was installed as president 
nm, as vice-president Mrs 
t, as secretary Mrs. Wil 


and Miss Ella 


treasurer; 


fobir ( Fast Rutherford, as sergeant-at-arms The 
trustees are Mrs. M. Hahn, Mrs. M. Hobin and Mrs. J 
tearn 
Busine over, it was ‘‘on with the dance Good n 
well kept floor, and a happy crowd combined to ke 
tl occasion a memorable one. 

Balloons were distributed by the Reardon Supply Co 
igarettes by W. A. Buerkle and Co., and cigars by the 
ociation Mrs. Wilson was the recipient of a beat 
floral offering, the gift of the lWadies’ Auxiliary I 

ntertainment committee, which was headed by W 
J. Wilson, consisted of C. Gland, A. Topp, M. Hahn, F 
Margeit, (. Koster and M. W. Hobin, ex-officio 


PHILADELPHIA HOLDS GRADUATING 
FOR APPRENTICES 


he 


EXERCISES 


Graduating exercises for f three trade school n 


Philadelphia, which teach plumbing and heating were ld 
during the week ending March 27th At Central high 
chool, and Northeast high school there were gradu 
but at Southern high the course in plumbing has only 
been in effect for or ar, so no pupils graduated 

The board of directors of the Philadelphia Associatior 
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committee, 
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and high schools Ir 
watch was 
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iline 


ynal Association 


given to the apprentice plumber 
the 
Quinn, chairman of the 


« 


course with highest 


John A 


Apprenticeship 


grade 
to his recent 


Committee, ind 


president of the Philadelphia Master Plumbers’ As 
tion, was unable to be present, but he is now working 
plans to have committees of master plumbers visit 
various trade schools during the coming year in order 
keep in close touch with the work being taught the future 
ourneymen, and to encourage them in their efforts t 
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learn the plumbing trad: 
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Standing committees for 1926 have been appointed by 
the Board of Governors of the Manhattan branch, Asso- 
ciation of Master Plumbers of Greater New York The 


MANHATTAN M. P. A. STANDING COMMITTEES The new ‘‘Rainbow’’ is now fitted with 
members are as follows: 


APPOINTED bi ” 
Apprenticeship committee: Charles Murphy, chairman; ) ia 


NO WEAR ON BODY 
M. C. Cregan, F. A. McConnell, M. Jarcho, Philip Eich 
f Creae® 4. | oPgirge tiragiien BASIN FAUCETS 








Arbitration P. F. Kenny, chairman; J. Jarcho, 

Weinseimer, Jere L. Murphy, John R. Hopkin. Arrears pag ny Cents ain SEES 
George W. Klute, chairman; George M. Rittenhouse, Wil 

liam Lawrence. Auditing Charles Ericson, chairman 

Philip Brady, Robert A. Higgins. Entertainment: Edward 


J. Healy, chairman; John Lasette, Emanuel Kalisch, Sam 
uel Friedman, Joseph R. Spellman, Richard Tretler. De 
partment P. F. Kenny, chairman; Vincent J. Duffy, Paul 
Bernstein, Thomas J. Dorsey, Samuel Friedman Joint 


examining board Manhattan, William J. Conklin and, 





Bronx, N. Klippels, Jr Law Fergus M. McLoughlin, : 

chairman; V. 8S. Rittenhouse, Walter Kenny, Joseph M H 

Kandel. Conference Charles Ericson, chairman; F. A. 

McConnell, John D. Cooley, August Hansen, Hugh M ; D-477 “NEW MODEL 

Tavlor. Sick committee: William Young. chairman: James A decided improvement that makes them practically everlasting 
Lawlor, Hugh M. Taylor. ‘Trade school: Jere L Murphy, The Basin faucets have bronze removable seats, hard vulcanized Rubber 


Seat Washers, non-rising, stem-direct pressure. ‘Principal’ of stem, against 
-hairm: wre srutschv ralsh illis ' : . ~ 
chairman Fred Brutschy, Malcolm Walsh, William J. seats, no grinding or twisting and very smooth working. The body of the 
O'Donnell Welfare: John D. Cooley, chairman sernhard faucet is not threaded to engage the stem and (outside of the Bronze Re 
movable Seat) the body of these faucets are absolutely everlasting 

Removable seats will be appreciated by users and in the ‘‘NOWOB” 
construction not only the seat but all wearing parts are renewable 

Rainbow fixtures have always been in demand—the ‘*NOWOB”’ 


struction makes them better than ever. 


A. Buge and Ignatz Goldberger 


WESTCHESTER COUNTY MASTER PLUMBERS ELECT 
OFFICERS AND APPOINT NEW FIELD MAN 


The Master Plumbers’ and Steamfitters’ Association of LIST PRICE $18.00 each Write your jobber for prices 
Westchester County, N. Y., recently held its election of STREET & KENT MFG. CO. 
Officers. A. H. Karl succeeded himself as president for | 1954-64 Clybourn Avenue CHICAGO, ILL. 
another term. John Clegg and Adam Berle were chosen Manuflactarese in Chicago since 1888 
vice-presidents Arthur Fuchs, J. B. Minnerly, J. J. 





Lynch, and W. J. Buehler were elected secretary, finan 


cial secretary, treasurer, and: sergeant-at-arms respec- | 


tively. hey I D 
Edward J. Sheppard was chosen as the organization’s I he E 
new field representative. In accepting this appointment 
Mr. Sheppard resigned his post as secretary to the Hon. | DETAILS 
William D. MacQuesten, Mayor of Mount Vernon. 
| DESIGN 
WASHINGTON ASSOCEATION BUSY WITH CONVEN. | IN ESI 
TION PLANS Make 


At a recent meeting of the executive committee of the 
Association of Master Plumbers of the State of Washing 
ton, held in the Winthrop hotel, Tacoma, Wash., May 7th 
and Sth were designated for the annual convention of that 





organization The convention will be held in the Hotel | 
Monticello, at Longview, Wash | yp duce 
Plans for the two-day session are now being formulated ro 


by the officers of the association headed by Joseph Ash- | Bg 
, ; Twist, Seattle, presi é B. M ore 


well, of Ashwell & Twi president, and 


Richards, of the B. M tichards Plumbing Co., Everett, ist t Ww t 
secretary J.N. B ; i 3 , of Heat- | o a er 


selanger, executive secretary of the 





j : . ' ’ ati ra : P } with less fuel and attention 3 a 
ing & Sanitary Engineers’ Association of Seattle, is assist- | proven boiler that has won an en 
ing in the preliminary work. | viable reputation by performance 


The Tacoma meeting, at which Longview was decided A WILKS BOILER 
upon for the convention city, was entertained by Roy with little attention or fuel, either hard or soft, is unequalled for 
" . . fot ah sii , lane ot : , sit furnishing a constant supply of hot water for RESIDENCES 
Thompson, of the Thompson Plumbing Co. in that city. APARTMENT BUILDINGS, HOTELS. HOSPITALS, BARBER 
SHOPS, SCHOOLS, etc., and is the most economical heater for 
= : , oe RESIDENCES, GREEN HOUSES, GARAGES, BROODER 
The B. P. O. E., of Breckenridge, Tex., plans the con HOUSES and other smaller buildings. Capacities from 40 to 1,400 
gallons per hour and for heating from 200 to 1,200 square feet 


struction of a club house, at a cost of $60,000. 


The Carolina Heating & Engineering Co., of Durham. 3 WILKS MANUFACTURING COMPANY 


Boiler Makers for over 60 years 





N. C., has been awarded the heating contract on the new 


$40,000 Hall, Wynn & White building. The Durham 3521 Shields Ave. Chicago, Illinois 
Plumbing Co., South Corcoran street, Durham, N. C., se- H. i. Setqutel + or 





cured the plumbing contract on the building. 
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SNO-WITE Bathroom Trimmings 
are a profitable line to install in 
either old or new bathrooms. 
They will please your customers 
and net you an extra profit. Write 
for complete catalog—NOW. 


SNO-WITE Bathroom Trimmings 
are not only good-looking when 
they are installed, but you can as- 
sure your customers that they will 
stay that way for at least ten years. 
We positively guarantee that. 
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GUARANTEE 


This article is euersateed for 
£0 years not to chip, chan; 
or, b 


Products Company 


ILLINOIS 


American Enameled 
CHICAGO 





























Blake “Blasco” 


Back Water Valve 


for Floor Drains 


Patent applied for 


This is a positive back water 
valve to screw into any of 
our tapped drains. By its use 
any plain drain can be con- 
verted into back water in a 
minute or two even though 
the drain has already been in- 
stalled. Made of brass with 











yperatu 








430-2 tach rubber ring inserted at bot- 
‘oe tom. Copper floats are in- a 
} 460—4 inch luded 
inc cluded. _ When you need steam badly 
Blake “Fits-em-all” | “i 
Test Tee Repair Covers 
(Patented — 4 
ee yeni will fit any Badger 36> 
make of test tees and are a J 1878—2 inch Expansion = | or 
source of convenience when j ists—e a in 104 
repairs are made. Joints 6 
Blake “Fits-em-all” do not “i 
Cleanout Repair Covers need to be 


Patent applied for 
This cover is on the same 
order as the test tee cover 
with the exception that it has 
extension adjustable bar to fit 


repacked. 











1886—4 inch under shoulder of any make 


1184—2 inch 
1888—6 inch of cleanout. 


Jobbers will supply you 
BLAKE SPECIALTY CO., Rock Island, Ill. E. B. BADGER & SONS Co. 


7: ; . . 
CANADIAN SERVICE—ALL CRANE CO. BRANCHES - iatadeadad BOSTON, MASS. 














Mention Domestic ENGINEERING when writing advertisers. 
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WESTERN NEW YORK CHAPTER A. 8S. H. & V. E. | 0° 
HOLDS MARCH MEETING | ¢ 
The Western New York Chapter of the American So- 
ciety of Heating & Ventilating Engineers recently held | 
its March meeting at the Hotel Buffalo, Buffalo, N. Y. 
Following the dinner, at which 37 members were present, | © 
entertainment was provided by Frank A. Stockwell with a | 0 





“Spring 


number of humorous stories. About 15 more members | §& ‘ S OQ. F 
arrived in time for the meeting to hear E, C. Lloyd, who | 8 2 Q ’ 18 
was the principal speaker of the evening. He took as | ¢ & e) 


his subject, “Building Insulation, the Ally of the Heating j; H. 33 
& Ventilating Engineer.’’ He treated the subject under f ere 
five headings: 1. Insulation generally; 2. Cork as an | © yy yy 

insulating material; 3. Application of cork insulation to | O.-~-- abl LM Bs OW TO, | 3 Ni 

dwellings and how it influences the flow of heat from | ¢ 


the building and uniformity of heating; 4. Specific records | “Well, anyhow it should be here--and in the Spring 
= contractors draw their plans for new construction, 

of heating plant performances on insulated and unin- . householders think of renovations and improvements, 
sulated houses; 5. Roof insulation. C and the master plumber turns his thoughts to con 
C. W. Farrar discussed briefly the annual meeting held | , tracts. Now is the time to give Bead Chain considera 


tion, and to recomme:.J it in your bids and consulta 
at Buffalo in January, and spoke of the favorable com- : 






¢ tions. Clean, non-kinkable and strong, it simplifies 

ments that have been received from all sources. ; and beautifies the bathroom fixture. Ask your jobber.” 

President Farnham announced the board of governors | < Bill Bead 
and special committees as follows: Board of governors: 5 ome 






USE 


BE AD CHAIN 


FOR PLUMBING 


R. T. Coe, C. W. Farrar, W. G. Fraser, L. A. Harding and | © 
Hugo F. Hutzel, all of whom are past presidents of the * 
chapter. Speaker’s committee: H. P. Dempsey, chair- | 6 
man, F. J. Chittenden and C. H. Love. Entertainment 
committee: M. 8. Jackson, P. S. Hedley, E. H. Monin and | © Trade Mark Reg. U.S. Pat. Off. 
Martin Rooney. Membership committee: A. A. Ahlff, W. | O 









Roebuck and Paul Schoepflin. © The Bead Chain Manufacturing Co. 
Homer R. Linn, former president of the Illinois Chap- | & Brid~eport, Connecticut 

ter, was present, having recently returned from a visit | © ey ee a ET 

to the Pacific Coast. He spoke of the excellent prospects | O 

for heating and ventilating in that territory. Edward S00 


B. Green, one of the foremost architects of Buffalo, ex- 


plained briefly some of the problems of construction in h 
apartment houses, which must be solved by the co-opera- eat or t e 
tion of the architects and the heating engineers. 


lhi 
ENCOURAGE INTERMINGLING OF ASSOCIATIONS modern dwe Ing 


Secretary Bruce Clark, of Los Angeles, Calif., and 
George E. Richardson, of Pasadena, in their official capac- 
ity as executive board members of the California State 
Master Plumbers’ Association, visited the regular monthly 
meeting of the South Bay Master Plumbers’ Association, 
on Wednesday, March 10th, at Redondo, Calif., as a part of 
their plan to carry on an extensive amount of field work 
which will eventually mean re-contacting with every local 
association in Southern California. The plan includes en- 
couraging and helping the various associations to solve 
their problems by giving them the benefit of a comprehen- 
sive fund of information regarding the problems of other 
associations. 

“The policy of the intermingling of associations,’’ Mr. 
Clark said, ‘‘is followed by every service club, lodge, asso- 
ciation and chamber of commerce in the country, and we 
are definitely encouraging it in our visits to the various 
local master plumbers’ associations. We feel that it is the 
only way to build up confidence and good-will, and that 
it is one of the essentials in developing a strong and effec- 
tive state organization.” é 

The South Bay Master Plumbers’ Association is com- YORK HEATERS will please your clients. 


posed of about twenty members drawn from the following Booklet Mailed on Request. 
towns: Redondo, Hermosa, Manhattan, El Segundo, Gar- 
dena, Lomita, Torrance, Inglewood, Hawthorne, Lawndale, 
Harbor City and Moneta. The officers of the Association ABENDROTH BROTHERS 
are: F. L. Parks, of Torrance, president; Harry Gardner, ; 

of Inglewood, vice-president, and Corliss McElroy, of Re- Makers of heating appliances since 1840 


dondo, secretary. PORT CHESTER#- - - NEW YORK 
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HEATERS 


is a constant topic of 
home owners. It is 
what they have always 
wanted — heat that is 
easily controlled—and 
plenty of it—obtained 
with utmost economy, 
and with a minimum 
of personal effort. 


























<2 
3K r 


TBRG 


DOMESTIC | 


,) 









Y 
RADIATO \ 
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We couldn’t aftord to say E-Z Radiator | Vy 
Hangers are adapted to any ordinary wall ‘Cy, 
construction unless we KNOW! Two-by- EGY, 
four studding has all the strength needed to ay) 
hold the pull on the anchor bolt. Wy, 
HEALY-RUFF COMPANY \ YY 
770 Hampden Ave - St. Paul, Minn. \ \\ 
“A big help to customers” HN 
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UNCONDITIONALLY GUARANTEED 
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PNEUMATIC—STORAGE—SPECIAL 
Black or Galvanized 
The Novelty Steam Boiler Works Company 


Pactory, 917-929 8S. Howard St. Baltimore, Md. 








No Plumber Should 
Be Without An 
Electro Melter 


an electric solder pot 
which operates from 
the nearest light socket 
It provides four work- 
ing heats without the 
least bit of dirt, smoke, 
or gas. Ideal for shop 
or residence work. Cast 
iron inner pot has 15 
pound capacity. Price 
complete with cord and 
plug, $15.00 net. 


Write for details 





Electro Engineering 


Co., Inc. 
11712 Atlantic Ave. 


Richmond Hill, New York 











Smith Brothers 


NIPPLES 





Made with clean 
threads, sharp and 
uniform. Easy to 
screw up and make 
an absolutely tight joint. Assorted sizes 
are packed in handy cartons for conven 
ient delivery. All sizes, 8” to 12”. Black 
or galvanized. Your jobber has them. 








SMITH BROS. NIPPLE WORKS 
HAMBURG, PENNA. 
: Philadelphia, Penna 
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SPRINGFIELD, MASS., ASSOCLATION ELECTS 
OFFICERS 
At a of Master 


tion of Springfield, Mass., the following officers we 


recent meeting the Plumbers’ Assoc 


elected for the ensuing year: President, Joseph Sing] 
ton; vice-president, Harry Lloyd; secretary and cler} 
William Sacks; treasurer, J. A. Hall. On a vote of tl 


members of the organization it was decided to incorporat 
the association, and the committee on by-laws was empov 


ered to take the initiative in effecting the incorporation 


ITINERARIES FOR APRIL FOR N, T. BE. BB. LECTURERS 


The National Trade Extension Bureau of Evansvill: 
Ind., has just announced the following itineraries for 
lecturers: 

W. G. Archer: April 1-3, El Paso, Tex.; April 6, L 
redo, Tex.; April 8-9, Houston, Tex.; April 12-13, Galve 


ton, Tex.; April 14, Beaumont, Tex.; April 15, Port Arthur 


Tex.; April 19-24, Owensboro, Ky.; April 26, Decatur, I! 
April 27, Peoria, Ill.; April 28, Aurora, III. 

B. Jos. O’Donnell: April 1, Muskogee, Okla.; April 2 
Ft. Smith, Ark.; April 5-6, Hot Springs, Ark.; April 8-9 
Memphis, Tenn April 12-17, Nashville, Tenn.; April 19 
21, Evansville, Ind.; April 22-24, Muncie, Ind.; April 26 
27, South Bend, Ind.; April 28-29, Toledo, Ohio; April 36 
Syracuse, N. Y. 

a ia: > 
This &° That, Here&?T here 

Butts & Enoch, 914 South Main street, Fort Wort! 
Tex., have been awarded the plumbing and heating con 
tract on the D. McRea Ward school building, on a bid 
of $17,200. 


Brasher & Laurel street, Baton Rouge, 


La., has been awarded the heating and plumbing contract 


Ramback, 227 
on the Louisiana State University’s new agricultural and 
mechanical building. 

R. W. 15 North 
C., has been awarded the plumbing and heating contract 
on the Central High at Elizabeth City, 
N. C. 

McLain 
with a 


Dixon, Second street, Wilmington, N 


school building 


2669 


Worth 


the 


& Schmidt, 
bid 
heating and plumbing contracts on the Polytechnic Junior 
High that 

The 


covering 


Vickery street, Forth 


Tex.. of $42,550, were low bidders on 


school building in city. 


Calif., is 
electrical 


of Inglewood, for 


general 


municipality asking 
the work, heat- 
ing and plumbing on a projected grammar school building 
that 
The 
for bids on the projected new school buildings which will 


I contract, 


yids 


in city. 


board of education of Los Angeles, Calif., is asking 


cost approximately $1,000,000. 
The board of trustees of Ventura, Calif., is asking for 
bids on the erection of three reinforced concrete school 


buildings, at an estimated cost of $250,000. 


being drawn for the construction of a $300 


Turkish 


Plans are 


000 Russian and bathhouse in Hollywood, Calit 


| The building will be a three and in part a four-story str 


ture, and will be used also as a gymnasium. 


A theatre with a seating capacity of 1,200 is planned tor 


San Diego, Calif. The structure will be erected at Forti 
street and University avenue. 

It is reported from Santa Barbara, Calif., that wl 
about $10,000,000 already has been spent there repail 
the earthquake damage, fully $20,000,000 more will 


spent by fiesta time this coming September. 
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Plans are being drawn by Alfred C. Finn, Bankers 

Mortgage building, Houston, Tex., for a 22-story hotel 

building at Fort Worth, Tex., to be 100x200 ft., of brick, 


tile, stone and reinforced concrete, to cost approximately 


$1,000,000. 
R. J. 
the 
in that 
The 
contemplates 


Hunter, . has been awarded 


plumbing contract on the 


of Corpus Christi, Tex 


new Medical Arts building 
city 
Worth, Tex., 


16-story 


Cotton Fort 

construction of a 10 to 
79x152 ft., of brick, stone and con- 
B. Wooten, 510 Neil P. 
the exchange. 


Grain & Exchange, of 
the 


building, 


store 
and office 
crete 


Anderson building, 


to cost about $750,000. EK, 


is secretary of 


Plans are being considered by the Texas State Bank 
& Trust Co., of Corpus Christi, Tex., for a 12-story office 
building, 50x150 ft., of brick, stone, hollow tile and re 
inforced concrete to cost $750,000. 

Plans are being drawn by The Kelwood Co., of San 
Antonio, Tex., for a 6-story hotel to be constructed at 
Corpus Christi, Tex., at a cost of $300,000. 


Antonio, Tex., is drawing the 
Dilley, Tex., 


Phelps, of San 
school building at 


Henry T. 
plans for a high 
about $50,000. 

John W. Westbrook, 
plans for a high school building, 


Tex. 


to cost 


, is drawing 
Big Sandy, 


Dallas, Tex 
731x126 f.,. at 


architect, 


Courtney-Smith Co., 1509 Seventh avenue, Seattle, 


Wash., has been awarded the heating and ventilating con- 
tract on a $200,000 business block being built for E. L. 
Mann. I. G. Navarre, 2200 First avenue, has been awarded 


the plumbing contract on this building and on the busi- 
ness block being erected at 2301-11 Fifth avenue for Scott 
& Bartlett. 
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of Sanitary 
left 
Bergner, 
Albert 
(iary. Ind.; 
of Gary, 


Indiana Society 


At the annual convention of the 
Eingineers, held 
to right: He. A, 
National 
Eevansville.—UBottom 


Lafayette, Ind.—Top row, 
fnd.; Wm. G, 
Bureau, and 
row: I. Bibel, of 
Ind.; ©. W. 
Haute 


recently at 


Grant, of Evansville, 


manager of Trade’ Extension 


Grant, of 


J. M. Freitag, of Terre Haute, Yerbury, 


and J. Hi. Bourget, of Terre 


Plans for a 12-story hotel to cost $200,000 have been 
filed with the building inspector of Vancouver, British 
Columbia The city council will amend the city charter, 
which restricts buildings to ten stories, to permit the eree 
tion of the structure 

E. A. Bohren, Portland, Ore., is installing plumbing in 
two residences being built by Herman Bundson, at 417 
East Fiftieth street and at 1386 East Grant street in that 


city 





HAVE 


ry RIO 





/// i. a 
/ Cons 
Pe | ORDER IN THE 
qj UNITED | heliateade 





yy States | 





THE AYES 
'T 














/ 


RAVELOGUES 








ae le »-— 
Sh Cs 





il 


“Ca-"’, ‘‘Po-"’ and ‘'Co-”’ 
of Camden fame 
Are out to make a mighty nam 
And with a gravity immense 
The ‘‘TRIO” holds a conference. 
Tank, Seat and Bowl are all agreed 
That what the jobbers really need 
Is better knowledge of the fact 
That “TRIO” Washdowns can be packed 
Within a single crate, and so 
Save time and money, as you know. 
For direct shipment once more, 
Or installation on the floor. 










SHOW THEM 
JUST WHAT 
“TRIOS ‘ARE 


— 


rrr T conte 


aia THE 















Ah-Ha! They've solved 
the problem now! 
= ‘We'll take a trip,” 
ee They loudly vow, 
‘‘And call on jobbers near and far, 
And show them just what “TRIOS” ar 
Soon we will journey far and wide 
To every town and countryside.” 


Z Ze, 
Ez W 
i S we 


—*, 


Need more be said? Just wait and see 
What great events befall these three! 
To be continued) 


CAMDEN, N. J. 
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| P. D. Campbell, who has been manager of the Portland, 
Ore., office of the Power Plant Engineering Co., was re- 
cently transferred to Seattle, Wash., as general sales 
manager Floy P. Obee, chief engineer of the Portland 
branch, has assumed charge of that office. 

S. P. Osborne, of Abilene, Tex., has been awarded the 
plumbing and heating contract on the dormitory for the 
Abilene State hospital, on a bid of $10,200. 


ee of high grade Plans are being drawn by Harvey P. Smith, architect, 


radiator valves in a San Antonio, Tex., for a school building at Taft, Tex., to 


cost $60,000. 


complete — of styles Albina Plumbing Co., Portland, Ore., is installing plumb- 
and sizes, suitable for ing in four residences being built by C. J. Johnson on 


ery t e of steam or hot Eugene street in that city. 
ov y yP Bradley-Marshall Co., Longview, Wash., has’ been 


water heating installation. awarded the plumbing contract on a large apartment 
house to be built in Kelso, Wash. 

Rushlight, Hastorf & Lord, Portland, Ore., have been 
awarded the heating and ventilating contracts on the ad- 
dition to the high school at Olympia, Wash., on a bid of 
$31,118 Martin Hardware Co., of Olympia, has been 
awarded the plumbing and sewerage contract on a bid of 
$9,099 


Your Jobber Can 





Manufactured . ? 
The First Church of the Nazarene, Portland, Ore., will 


ae erect a new building at Twelfth and Main streets, Ray- 
ac 8: 
Commonwealth Steam ' mond Hatch, Henry building, Portland, is preparing plans. 
B —— The completed structure will cost about $100,000. <A 
rass ; ’ . 
ss wh steam heating plant will be installed and a blower fan 
Corporation ’ system of ventilation. Work will start soon. 


by 


DETROIT -. Burleson & Laes, of Johnson City, Va., have been 
awarded the plumbing contract on the $150,000 Fairmount 
high school building at Bristol, Va. 


teeing R. P. Shultz, 5720 Harrisburg boulevard, Houston, Tex., 
—— has been awarded the heating and plumbing contracts on 

aive 
Corner the new $55,000 building for J. E. Ervine in that city. 
Pattern 
Wiley & Calhoun, Portland, Me., have been awarded the 


heating contract on the new Y. M. C. A. building in that 
city. 

S. Blodgett Co., Burlington, Vt., has been awarded the 
plumbing contract on the clubhouse to be built by the 
Waubanakee Golf club in that city. 











Van Oss Bros., Green Bay, Wis., have been awarded the 
| plumbing contract on the addition to the Mercantile build- 
ing in that city. 

Wenzel & Henoch Co., of Milwaukee, has been awarded 
the plumbing contract on a parochial school to be built on 
Grove street in Milwaukee by the St. Stanislaus congre- 
gation at a cost of $272,000. It will be 3 stories, 66x 
133 ft 





The plumbing system in a new store and office building 


No. 202 a : en oa - a a 
HotjWater | on Van Buren street, Milwaukee, Wis., will be installed 


Radiator Valve by B. Tank & Son of that city, and the heating system 
will be installed by Wenzel & Henoch Co., also of Mil- 
waukee. 

Zuehlke-Stoehr Heating Co., of Milwaukee, has been 
awarded the contract to install the power piping and heat- 
ing system in the new power house and laundry building 
being added to the Milwaukee hospital. The plumbing 
contract on the building has been awarded to O. A 
Waskow Co., of that city. 


at TETVAT) 
COM MONWEAL TH 


e a The plumbing contract on two apartment buildings to be 
niator q Ines erected on Sycamore street, Milwaukee, Wis., has been 
( mn j ( | a | awarded to William Esser, of that city. Each one of the 


| buildings will cost $240,000. 

| William Pugh, Racine, Wis., was the lowest bidder on 
| 

| 

| 





| the plumbing contract on the school building to be erected 
by St. Edward’s congregation in that city. His bid 








RN its 
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amounted to $8,747. Feichter & Netzinger, also of Ra- | 


cine, were the lowest bidders for the heating contract ee re) he R Cc H 
with a bid of $14,898. A 


Water Softeners 


Single valve control eliminates all delicate 
moving parts Impossible for salt brine to 
corrode a Monarch 





Thirteen master plumbers and 56 journeymen received | 
licenses from the Wisconsin State Board of Health fol- 
lowing the examinations recently held under the super 
vision of the board of examiners. There were 108 taking 
the tests and it was the largest class ever registered. The 
following received master plumbers’ licenses: Edward 
David, Burlington; W. E. Love, Chicago, Ill.; John L. 
Bann, Richland Center; Arthur Klinkert, Stoughton; 
Adolph Uherr, Fort Atkinson; B. Weiss, Henry Rauch, 
Jr., R. W. Wentz, Edward Silberstorff, E. Tellier, Albin A. 
Spanner, Henry A. Hoelz and Alfred Heiden, all of Mil- 
waukee. 

W. A. Bowers Heating Co., of Milwaukee, Wis., has been 
awarded the heating contract, and D. Stern Plumbing Co., 
also of Milwaukee, Wis., has been awarded the plumbing 
contract on the store and apartment building to be erected | 


at Twenty-fourth and Hopkins streets in that city. | Q S Double Seated Back Water 


FLOOR 
DRAIN 


Nos. 1102, 1115 and 1120. 
| In 2", 3” and 4” sizes 
Open pattern type 
Enlarged throat gives 
double area water way 
around ball. Full 4” seal. 
Brass cleanout plug. 
Polished brass or nickel 
plated strainers. Lower 
seat prevents siphoning. Spun copper ball. Illustration shows sand 
arrester and ball seats which prevent back water overflow and the 
escape of gas. It’s the best ever. Order from your jobber 


Q S Sanitary Mfg. Co., Waterloo, lowa 


Single valve control makes operation so simple 
that a child can easily recondition one 


Special Armco iron used in Mecnarch tanks 
not subject tc salt brine attack 


These three features plus others, make the 
Monarch the outstanding softener the most 
dependable and most economical regardless of 
price 


Catalog D. E. 4-2 upon Request 








The Monarch Engineering Co. 
230 E. First St. - Dayton, Ohio 
































At the annual convention of the State Association of Master 
Plumbers of North Dakota, held recently at Minot.—Left to 
right: T. S. Halligan; A. W. Hoppert, of Wahpeton, N. Dak.; 


Carl Weinbauer, ee ee J. L. Hulteng, of AY Yi A R B U C K ’ AY 
9 . 
Josephson & Zimmerman Co., Kenosha, Wis., has been Plumber Sy Kits 


awarded the plumbing contract on the building to be 














erected ay the Loyal Order of Moose in that city, on a bid No. 1—$ 5.50 No. 7 $14.00 

of $15,430. The heating contract has been awarded .o No. 2 6.50 No. 8 15.00 

Mischler & Stein, of that city, on a bid of $17,000. The No. 3 7 50 No. 9 17.00 

structure will have a club, stores and offices. No. 4 8.50 No. 10 18.00 

' A : : ‘ No. 5— 10.00 No. 11— 20.00 

POLLUTION OF WATER SUPPLIES DISCUSSED IN No. 6 12.00 No. 12 25.00 
TEXAS skint ’ wie : 


Send for folder showing these Kits, also 
Means of preventing the contamination of municipal | for 1988-36 Test end FubNeation Catatege. 
water supplies and the interference in many instances of 
politics with proper sanitation measures, were two of the 
main features developed during the eighth annual short 
school for waterworks and filter plant employes, conducted 
in Fort Worth, Tex., recently, by the Texas section of the 
Southwest Waterworks Association. 

“Sanitary Control of Water Supplies and State Board 
of Health Regulations’’ was the subject of a paper read by 
E. D. Hopkins, city sanitary engineer of Dallas. Mr. Hop- 
kins told in detail of several typhoid epidemics traced to 
water supplies contaminated through carelessness or neg- 
lect. W.S. Bizzell, state sanitary engineer of Fort Worth, 
discussed Mr. Hopkins’ paper and mentioned several local- sah eeaemapeci mppeneentietenemee 


ized problems. os 
One ‘Solid Piece | 








R. M. STARBUCK & SONS, Inc. 


42 ALLYN STREET HARTFORD, CONN 














An address on “Stream Pollution” was given by Edgar 
Whedbee, district sanitary engineer of the state board of a 


health. He made particular reference to the Trinity river 
D.D.WESSELS & SONS CO. 


pollution problem. 
J. Frank Elder of Waco, field manager of the recently DETROIT. MICHIGAN 


Oe anor Fac TOMES 


organized Texas Outdoor League, pledged the co-opera- eit had. ore” wanenas try. maek 1: eae 








tion of his organization toward preventing stream pollution. 
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You Need These 


Phillips Self-Drilling Expansion Shells for Pipe Hangers, Bolts, etc. 
They provide “A New hep Drill for Every Hole” and they won't 
ull out, either. Write for full details. Also regarding Phillipe 
andi Hoiders and Spring Hammers. 


PHILLIPS DRILL COMPANY — Giickdo*tuinois 








‘pe 


Hanna Ball Joint 
Pipe Hanger 


Guaranteed Strongest Made 


The “Ball Joint’ Pipe Hanger 
swings in any direction Pipe can 
be adjusted higher or lower without 
removing hanger 


Made of malleable iron 


Write for “‘Our Silent Salesman” 


The Penn Engineering Co. 
312 Cherry Street, Philadelphia, Pa. 





The New KALAMAZOO 
WATER SUPPLY SYSTEM 


is automatic and noiseless 
Needs no attention other than 
oiling. Our 16 years of pump 
building experience have 
taught us how to make good 
pumps. You can save yourself 
time and money by installing 
these no call backs for serv 
icing. Write us for details 


NATIONAL 
WATER 
LIFT CO. 


Kalamazoo, Michigan 








Tank Fittings of Quality 
1856 “McSHANE?’’ 1926 


The ORIGINAL Compound Lever Ball Cock 
Elevated, Low-Down, Top and Bottom Supply 
Tank Levers and Valves 


McSHANE 
BELL FOUNDRY CO. 


BALTIMORE, MARYLAND 
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4 paper was also read by Paul Hansen, consulting en- 
gineer of Chicago, on “Sewage Disposal.” G. L. Fugate 
of Houston read a paper on “Recent Development in 
Mechanical Devices for Sewage Treatment,’’ which was 
discussed by S. W. Freese of Fort Worth and David Morey, 
Jr., of Dallas “Bacteriology of Water and Sewage” was 
the subject of an address by Dr. Jack J. Hinman, chief 
of the water laboratories, Iowa state board of health. 
Those who attended the convention and school considered 


it one of the best and most beneficial of any ever held. 


NEW RESERVOIR TO BE OPENED SOON 

The new Seituate reservoir at Scituate, R. I., which 
will be the main water supply for Providence, will prob- 
ably be ready for use early in the spring. Already over 
fourteen billion gallons of water is stored in the big basin. 
The maximum storage is thirty-seven billion gallons. By 
| the end of April it is expected the twenty billion gallons 
| of water set as the amount before the supply is opened to 
| Providence, will have been secured. More than 2,000 of 
the 3,600 acres to be flooded are already under water 
| Originally it was planned to open the reservoir early in 
| 1927 but it is now probable that it will be opened e- ‘ly in 


| April of this year. 


Swimming - “Pool Neews 


4 swimming pool and gymnasium, to cost $75,000, will 
be constructed in Vancouver, British Columbia, by private 
interests. 


The city council of Jamestown, N. Y., is planning the 





construction of a municipal swimming pool, to cost 
$50,000 

The St. Augustine & Atlantic Co., St. Augustine, Fla., 
will spend about $110,000 on a casino, pleasure beach 
and swimming pool at Vilano Beach, St. Augustine. 

The Mohawk Tribe No. 33 Improved Order of Red Men, 
of Donaldson, La., will construct a new swimming and 
wading pool in that city. 

R. J. Estep & Co., Wilson building, Dallas, Tex., have 
been awarded the contract for the construction of a $60,- 
000 swimming pool in Fari: Park. 

The Lake Ozark Realty Co., of St. Louis, Mo., will con- 
struct a swimming pool in the development of a forty-acre 
tract near that city. 

A big swimming pool for Worcester Polytechnical Insti- 
tute, at Worcester, Mass., is under construction. The con- 
tract for the heating and plumbing has been awarded to 
Tucker & Rice, Inec., of Worcester. 

Eckart Bros., 320 Westlake avenue, Seattle, Wash., 
have been awarded the plumbing and heating contracts on 
the new Granada theatre to be built at a cost of $85,000 


in West Seattle. 














Group of delegates and guests attending the annual conven- 
tion of the South Dakota Master Plumbers’ Association, held 
recently at Watertown, South Daketa 
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ways of accomplishing this \ grocer or butcher, provid 
ing he carries a complete stock of first class goods, does 
not find it so hard, as his is a line that people can not 

along without The case of the plumber is very similar 
His business is equally as important It might even be 


health The trouble is that people do not think of thi 


6p pigtame. . said that it is more so, as he is the guardian of the peopl 
(BD <- | 


ile 


but take the present sanitary conditions for granted It 


is up to the plumber to let the public know of the many 








advances made in his business during the last few vear: 
Advertising is the only way that this can be done sati 
factorily. Personal advertising-——that is, getting people to 
talk about you in a friendly way undoubtedly gives the 
. business men are storekeepers, ; best results This can be secured by using blackboard 
more or less, as they all have epigrams in your show window it is a very simple matte 
. something to sell If it is not merchandise, it is to equip yourself with a neat appearing blackboard, and 
the ability to do some certain kind of work, or the use one of these epigrams each day Here are seven that 


knowledge of a certain profession One of the first rules will fix you up until the end of next week: 
of successful salesmanship is not to keep the customer 
Every tailor knows a lot of promising young men 


* x + 


vaiting. Quite often it so happens that someone 


enters your shop or office while you are busy with another 


person. A mighty good policy at such a time is to ace Good wine praises itself; bad shows its temper 
knowledge his presence in some way, either with a smile 5 a aaa 
or a few short words. Then he will know that you will A little widow is a dangerous thing 
give him your attention as soon as possible. Quite often, oe 
when this little courtesy is not shown, the prospective cus- The best key to a man’s actions is some woman's mo 
tomer walks out in despair of being waited on and goes tives. 

* * * 


across the street to a competitor. Such an occurrence is 


mighty harmful. You not only lose a customer, but he is There are no hard times coming. It’s just the soft time 


sure to tell his friends of his experience. going. 

As a general rule, however, the hardest problem con- mee 
fronting a storekeeper is in getting prospective customers Metal is tested by fire, men by wine 
into his store. Once he gets them there the average mer- tr ae 
chant knows how to take care of them. There are various Love and a cough cannot be hid. 


BeBe eee eee eee 
The Plumbers and Steamfitters Price Guide 


@ 
, ; t 
Know at a moment’s notice the exact cost and resale prices of o 
every item you handle. Convenient, reliable and practical. Our 
Revision Service keeps the owner of the guide posted at all times gy 
regarding current prices. This book will save you money! - 
& 
* 


BAREHAM & SAUNDERS me Rochester, N. Y. 








Soll Pipe Pietings, Rawe Weses” Mail the Coupon—TODAY! 
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WUESTHOFF 
China Spout 


and 


Ever-Dry Soap Dish 


_is one of those innovations that 
always make people say,“Why didn’t 
someone think of that before?” 


Instead of the old time soap dishes 
full of “gooey” soap drippings, this 
one is always clean and dry because 
it automatically drains through the 
spout. 


Good to look at, convenient and 
sanitary to use, unaffected by sudden 
changes of water temperature, the 
WUESTHOFF CHINA SPOUT 
AND EVER-DRY SOAP DISH 


will sell fast and stay sold. 


Write Today 


M. W. WUESTHOFF CO. 


Vitreous China Plumbing 
Specialties 





Monadnock Bldg. San Francisco, Calif. 
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ON EPITAPH CONTEST 
each contrib 


FIRST RETURN 


A week or so ago we announced a contest, 
utor to write the best epitaph he could. Here’s your chance 
to write the one you want on your own headstone. The first 
| epitaph has been received. It reads as follows: 
Here lies a man named Ariel Doe, 
Of radio renown; 
He bragged from Butte to Borneo 
His set got every town. 
But now he’s. gone where liars go, 
We fear he’s lost his crown; 
lor Satan found it wasn’t so. 
And took his Artel down. 
MORE SPRING POEMS 
The Spring Poem contest is still on. When you get 
through shivering perhaps you can win the crown of L's 
to be offered the winner. 


HE DOD LIKE SPRIG 
Sprig is here, I god a code, 
I caddot sbell or hear; 
Of all the seasods that I love— 
It isd’t the Sprig of the year. 
OAK PARK PATSY. 


WE DON’T KNOW. ASK US 
Spring, Spring, Spring, 
A happy, healthful time to sing. 
Old Crow’s out, ain't got a thing, 
Hooch’s gone—Death, where's thy sting? 
“LUCKY Mc.” 


onan 


CLEANING UP THE LIMERICKS 


We have a few lines about the young plumber who went 


| to the haunted house. Here was the limerick: 
| A journeyman, young Harvey Day, 
Came very near fainting away, 

His prognathous jaw 

Fell wide when he saw 
J.R.D., Ashtabula, O., (his letter says he runs a “Wife- 
| Saving Station,” but his line makes us wonder) gives us 
| this finish: 
His wife reaching out for his pay. 
M.V.K., Jamestown, N. Y., goes back into poetic history 


and says that the young journeyman saw 
The haunting shade of Dan McGraw! 


HOW TO ILLUSTRATE STATEMENTS IN WRITING 


You're 
“down 
in 
the 
mouth” 
Should be written that way 
} air” 
| the 
in 
“up 
Or 


Written so. 
You're “on the level” 
“crooked 

Or 


sin” 
as 
“two-faced” 
“two-faced” 
Or “straight as a pin.” 
D. J. M., Iowa. 


You're awfully 


Sign of Spring—a robin frozen to death. io x FT. 
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Quadruple Copper Coils 



















HE SUPER-EFFICIENCY of 

the Hotstream Kerosene Water 
Heater is due to the quadruple coils 
which make use of all available heat. 
It will furnish water at a usable tem- 
perature on the first circulation. 


Now that the ‘‘fires of spring’’ have 
extinguished home furnace fires, 
countless suburban homes will be 
without water heating facilities, and 
will be ready prospects for Hotstream 
Kerosene Water Heaters. 


Noiseless blue flame, lights instantly 
with a match. No. 20 K.W. for ordi- 
nary homes, No. 20 G.K.—giant 
for large. 











The Hotstream Heater Co. 
‘‘Makers of Heaters That Heat’’ 


CLEVELAND, OHIO 


BRANCH OFFICES: 
New York, 210 E. 45th St.; Detroit, 1045 Wayburn Ave.; Chicago, 627 Washington Blvd.; Philadelphia, 832 Drexe 
Bldg.; Toronto, 269 W. Richmond St.; Denver, 1715 California St.; San Francisco, Rialto Bldg.; 
Cambridge, Mass., 491 Main St. 


Manufacturers of a Full Line of Gas and Kerosene Heaters — Standard, 
High-Grade Products Built to Give Lasting Satisfaction 


Copyrighted, 1926 
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UNDER CONSTRUCTION AT RANDOLPH, LA SALLE AND WELLS STS., CHICAGO 
To be the new home of the 


BISMARCK HOTEL 


And containing also the Bismarck Restaurant, Metropolitan Office Building and New Palace Theatre 
EITEL BROS., Owners WEIL McLAIN CO., Plumbing Jobbers 
C.W.& GEO. L. RAPP, Architects E. BAGGOT CO., Plumbing Contractors 
EQUIPPED THROUGHOUT WITH THE 


Watrous 


Flush-Valve and Duojet Closet 


HE design of the Watrous Duojet Closet 
prevents clogging and overflowing by elimin- 
‘ting the narrow passage needed in many types 
{ closet to maintain syphonic action. It is also 
economical with water. 


. I Watrous Flush Valve measures out the exact 
uantity of water required by the type of bowl 

th which it is used. Therefore, when installed 
combination with the water-saving Duojet 
Closet, it assures a substantial saving of water at 
every flush. This, added to the economies made 
possible by the non-clogging feature, results in an 


annual saving which no building owner can afford 
to ignore 











Write for details on the Watrous Flush-Valve and Duojet 
Closets Loose leat catalog pages sent on request 


PLUMBING DIVISION 
Watrous Flush- Valves — Duojet Closets — Self-Closing Basin Cocks — Combination 
Lavatory Fixtures—Pop-Up Wastes — Drinking Fountains —Liquid Soap Fixtures —etc. 


THE IMPERIAL BRASS MANUFACTURING COMPANY 
1231 West Harrison Street CHICAGO 


New York Office, Room 514, 51 E. 42nd St. Pacific Coast Office, 1134 S. Broadway, Los Angeles 











March 27, 1926 


Bath a Day Movement 


Association secretaries who have given any thought to the matter 

know that the controlling reason why men belong to associations 
is the feeling that they “get something 
out of tt.” Sometimes it’s mere asso- 
ciation with other the same 
work. More often, though, it is the 
tion brings definite advantages. The 
greater those advantages the associa- 

tion offers, the greater will be its membership list. The task of 

the secretary is to keep his mind open for ideas which will 

enable him to convince more of the men in his industry that 

the association is doing a good bit of work which is to his 
advantage. 


NE of the results of the Bath a Day Movement, 
QO where it has been taken up by associations, has 

been the creation of a keener sense of the value of 
the association. That’s only logical. 
see a definite task accomplished 
part of the local newspapers—a new and widespread in- 
terest in matters of sanitation——they are proud to be affili- 
ated with the organization which has brought these things 
about. 


mien im 


When members can 


a new attitude on the 


It is not an easy matter to build up and maintain asso- 
ciation interest, and we suggest the Bath a Day Movement 
as a feature which will help the official to 
arouse enthusiasm and increase attendance at meetings. 

If you have not read “The Story of the Bath” write us 
and we will send a free copy; we'll be glad to suggest, too, 
a Bath a Day campaign. 


association 


IN CHARGE OF APPRENTICE CLASSES 
William Root has recently been appointed to teach the 
apprenticeship classes for plumbers in Portland, Ore. 
has been retained for full time and will hold classes for 
journeymen in the evening. 
J. A. Bernardi, Salem, is in charge of the apprentice- 
ship classes in that equipment 





city and and necessary 


fact that membership in the associa- | 


He | 


books are being arranged for so that work can be started | 


immediately. Mr. Bernardi is secretary of 
Association of Master Plumbers. 


the 


The Temple Sholom, which recently sold its property at 
the corner of Pine Grove avenue and Grace street, Chicago, 
Ill., has purchased the double corner on Sheridan road 
between Startford place and Cornelia street in that city. 
A $2,000,000 temple is to be erected at this location, but 
the architect has not yet been chosen. 


Oregon 


| 


| 
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MARTI 


Portable Vise Stand 
and Pipe Bender 






OU don’t have to worry 

about this vise stand tip- 
ping over while you're using 
it — position of legs hold it 
steady. We are so sure that 
you will be satisfied with this 
portable vise stand that we 
will give you 10 days free trial 
If it doesn’t suit you, send 
it back. 


H. P. MARTIN & SONS 


626 E. 2nd Street 






10 days 
Free Trial 


Owensboro, Kentucky 




















Atlas Toilet Seats 


A pattern for every type of toilet 
installation. 
from the finest 


4 v5 





Made in all styles and finishes 


oak 


or birch. Fitted with 
sturdy 16 oz. hinges. 


Knott Mfg. Co. 
Tell City, 


Indiana 
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China 
Basins 


Two Fire 
Vitreous 


BASINS 


Shipped in individual 
utility. Three sizes 4 : crates. rite us for 
N.O.M.P., P.O.MP. , details on basins, closet 
and P.O.R.P. \ tanks and bowls 


“SUPERIOR” 


Combine beauty with 














Pottery Company 
Chillicothe - Ohio 











MOST THREADS PER 


because 


THE NEW CURTIS 


gives 


ECONOMY—SPEED —RELIABILITY 


MAXIMUM ECONOMY is found if you compare the First Cost, Operation, Space, and 
Weight of the Curtis Pipe Cutting and Threading Machine with other makes. 


SPEED is a necessary requisite which is obtained not only by a fast cutting and threading but 
other features help to make the floor to floor time on a threading job the minimum. 


RELIABILITY is a guarantee of service. Profit by our half century of experience and backed 
by the successful performance of over 30,000 machines. 


THE CURTIS anp CURTIS CO. 318 Garden Street 


DOLLAR INVESTED 


PIPE CUTTING AND 
THREADING MACHINE 





Ne 430—Electric—Range \;-2” 


BRIDGEPORT, CONN. 
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Get a Gerstein 
and You Get a Good Beller 


And not only once but every 
time, for every Gerstein 
Copper Pressure Boiler re- 
gardless of size and test is 
as perfect as a boiler can be built. Yet you 
will find Gerstein prices very reasonable. 







Full Details on Request 
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1-3 W. Third St. - South Boston, Mass. 
PEEEEEEEEEEEEEEEEEEEETEEEFT 
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; GERSTEIN BROS. & COOPER 











Pipe + Acid = Junk 


The minute that an ordinary drain line commences to 
carry acid it starts on its way to the junk pile. 


A Duriron line, installed exactly the same as cast iron 


soil pipe, is entirely unaffected by acids. 
Better profit for the plumber, and a saving for the 
owner, makes Duriron acid-proof drain pipe the logical 


choice. 


Duriron is prod: 


7 DUR IRON COMPANY 
























Eureka Smoke Test Machine 
For testing and disclosing 
leaks in plumbing waste 
and vent systems. 

Height - - 15” Will fill entire system with 

Diameter - - 9 smoke without forcing seals 


of traps. —_— immedi- 
ately located 


Sieuate and safe in opera- 
tion. As readily portable 
as ae plumber's furnace and 
as indi sable in every 
plumber's outfit. 


Weight - 15 Lhe. 


BAILEY FARRELL MFG. COMPANY 
PITTSBURGH, PA. 
Huntington, W. Va. Charleston, W. Va. 











The Overton 
Roof Flashing 


makes a joint both air and water- 


tight, on any roof from flat to 
half pitch. 


Adjusts itself fate without turning 
or twisting. Adaptable both to stand- 
ard and extra heavy soil pipe. Ap- 
proved by plumbing inspectors every- 


Manufactured by 


BUTLER MANUFACTURING COMPANY 
Minneapolis, Minn. 
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PATENTS 


| Heating Department 


1,573,879. Steam Trap. Ernest Henry Still and Andrew 
George Adamson, London, England. A steam trap capsule 

| containing expansible fluid comprising opposed circular 
corrugated metallic plates; one of said plates having its 
peripheral portion bent abruptly outwardly and then in- 
wardly so as to form an outwardly extending hollow mar- 
ginal rim terminating in an inwardly extending peripheral 
flange; the other plate having its peripheral portion bent 
in an opposite direction and terminating in a peripheral 
flange fitting within the inwardly extended peripheral 


flange of the first named plate, whereby the two plates are 
brought closely together to form a narrow liquid contain- 
the flanges of the 


ing chamber; two plates being sealed. 








1,573,838. Thermostat. Joseph Keller and Henry 
Kiinstlich, New York, N. Y. In an apparatus, a closed cas- 
ing, a face plate of insulating material rigidly secured in 
the casing in spaced relation to the front wall thereof, a 
lever rockably mounted at one end on said face plate inter- 
mediate the face plate and the front wall, a head formed 

| on the free end of the lever, a stationary electric conduct- 
ing bracket disposed in the path of said head carried by 
said face block, an outwardly extending removable socket 
carried by said head, the front wall of the casing being 
provided with an opening, and a fusible plug arranged to 
fit in the opening and in said socket for holding the free 
end of the lever in a raised position above said bracket, 
the outer end of the alloy pin extending outwardly of the 
casing. 
o om * 


1,573,956. Air-Moistening Device. Michael F. Weiden- 
| bach, Minneapolis, Minn., assignor to National Air 
Moistener Company. An air-moistening device comprising 





















































| an evaporating pan having a transversely corrugated bot- 

| tom and a removable perforated cover, and a water-heat- 

| ing pipe extended. longitudinally within said pan, bent 

| zigzag in a horizontal plane and resting on the crowns of 
the corrugations of said pan bottom. 
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1,573,893. Adjustable Pipe Hanger. Lothar R. Zifferer, 
Columbia, Pa. 
threaded sleeve having a swiveled connection with a car- 
rier, of a pair of lugs upstanding from the carrier adjacent 
the sleeve, each lug having an inturned lip at its upper 
extremity, a yoked plate slidably arranged between the 
two lugs and confined thereby, and means on the plate and 
sleeve adapted to interlock when the plate is in one longi- 


In a pipe hanger, the combination with a | 
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Health-o-Meter 


Automatic Bathroom Scale 


HE secret of youth 
is health. The secret 
of health is maintain- 
the correct weight. 











tudinal position and to disengage when the plate is in 
another longitudinal position, the plate thereby serving at 
times to hold the sleeve against rotation relative to the 
carrier, substantially as described. 








Too much 
fat or not enough 
is what the great major- 
ity of people have to 
contend with. The way 
to keep posted on weight 
is, of course, to keep a 
HEALTH-O-METER in 


the bathroom. 


The large and ever-increasing 
market for these scales is your 
chance to increase your profits. 





Write us for details today! 
— 
| Ask vour jobber | 
about it. 


J 





Continental 
Scale Works 


5701 S. Claremont Avenue 
Dept. 68C CHICAGO, ILL. 


1,573,893 1,574,353. 


1,574,353. Radiator Support. Harry E. Barber, Boston, | 
Mass. A wall support for radiators comprising a single 
one-piece wall plate formed with a vertical slot interme- 
diate its upper and lower ends to receive a bolt or the like 
for securing said plate to a wall; a bracket member in 
front of said wall plate having an aperture at its upper 
end, an aperture at its lower end and means for fastening 
a radiator thereto, and two horizontally disposed guide 
rods on and parallel with said base plate, said rods ex- 
tending loosely through said apertures and slidably sup- 


porting said bracket member. 
* 7 ” 














Another 


“LUCKY 
STRIKE” 


Winner! 


1,574,479. Thermostatic Regulator. Joseph A. Guyer, 
Marion, Ind., assignor of one-half to Harry F. Anderson, 
Marion, Ind. A heat regulator comprising, in combination, 
an electric switch operable to control a supply of heat, a 
thermal expansion element affected by the heat supply, a 
lever arranged to be moved by said thermal element as it 
contracts and expands, resilient means holding said lever 
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Every housewife in your locality needs’a 
rubber drain board mat and you won’t 
have any difficulty in convincing them 
that right now is the time to get one. 


“Lucky Strike” 
Drain Board Mats 


are made of soft white rubber, corrugated 
on both sides with a raised top edge. They 
come in three sizes 14” x18", 16” x 22”, 
18” x 24” packed in individual cartons. 
Order a dozen from your jobber 
how quickly they sell. 


LAVELLE RUBBER COMPANY 
320 W. Illinois St. Chicago, III. 




















3 1,574,479. 


against said element, a ratchet wheel having teeth adapted 
to rest against said lever, said ratchet having two sets of 
teeth, one set being longer radially than the other and said 
long teeth having a channel therein to permit the passage 
therethrough of the end of said lever, means to rotate the 
wheel, a cam on said wheel, and a cam bar to operate the 
switch, said cam being arranged to throw the switch when 
the wheel moves the distance of one tooth. 


and see 


SPEER SEER REE EEE EE ee en en ee . 
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The Sterlco Thermostatic Trap 


The radiator trap that makes satis- 
fied owners and tenants. 


The STERLCO radiator trap is the 
result of eight years of study and 
experiment to attain a perfect radiator 
trap. Into the STERLCO trap is 
built STERLCO quality and STERL- 
CO service. When you use 
STERLCO Products you are using 
products with a conscience behind 
them. 


STERLING ENGINEERING COMPANY 
1626-44 Holton St. Milwaukee, Wis. 


Representatives in all large cities 








ESTIMATING 
RADIATION 


is a very simple matter 
when Perrigo’s “Table of 
Estimated Radiation” is 
used. 





This table, consisting of 
two charts, one for steam 
and one for hot water 
radiation, is used and 
recommended by some of 
the best authorities in the 
trade. 

The charts have been 
computed from standard 
recognized rules. They 
will enable you to know 
you are right. And they 
will save you time, waste and worry. 

Given the amount of glass surface, ex wall and 
cubical contents, the radiation i for any size 
room can be read easily and quickly. 

They are printed in two colors, on heavy celluloid, 
making four pages, size 414x6%% inches, substantially 
bound together with cloth. 

P *s Table of Estimated Radiation will pay 
for i if used only once or twice during the heating 
season. And it will outlive several such seasons. 


Price, $1.00 Postpaid 


Domestic Engineering 
1900 Prairie Avenue :: Chicago, IIl. 
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1,574,048. Pipe-Cutting Machine. Erik W. Mikaelson, 
Easton, Pa., assignor to Treadwell Engineering Company, 
Easton, Pa. A pipe-cutting machine comprising, in com- 
bination, tools for simultaneously cutting off opposite ends 
of a length of pipe, means for holding a length of pipe for 








said cutting operation, mechanism for presenting lengths 
of pipe one at a time to said holding means, mechanism 
for ejecting the lengths of pipe from said holding means 
after the ends of the pipe have been cut off, and automatic 
means for relatively moving said tools and said holding 
means to effect said cutting operation. 


1,574,129. Safety Switch for Oil-Burning Systems. Ira 
Edward Smith, Stockton, Calif. A safety switch for oil 
burners comprising a bowl to receive excess oil, switch 
contact means, means removably supporting the bowl in 
freely suspended relation, and means between said sup- 
porting means and the contact means, whereby when the 
bowl is empty the contact means will be closed; and when 
said bowl either contains a certain amount of oil or is 
removed from the supporting means, the contact means 
will be opened. 











vA 
1,574,346. 


1,574,129. 


1,574,346. Thermostat. Julian G. Goodhue, Evanston, 
Ill., assignor to Electro Thermostatic Control Company, 
Chicago. A thermostat for making electric contact, com- 
prising a container, a stem extending into said container 
to form a trap therein and extending outwardly therefrom, 
a contact point in said outwardly extending portion of said 
tube, a bulb at the inner end of said inwardly extending 
portion of said stem, an expanding fluid in said container, 
a conducting fluid in said stem, the level of said conduct- 
ing fluid being responsive to expansion of said expanding 
fluid under variations in temperature and means for mak- 
ing electrical contact with said conducting fluid at another 
point. 
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Plumbing Department 


1,573,975. Water Heater. William F. Lautenschlager, 
Cincinnati, Ohio. A drum, having an inwardly directed 
centrally disposed hollow projection defining an annular 
pocket at the upper portion of said drum, outlet pipes lead- 
ing from said pocket, an inlet pipe leading to the bottom 
of said drum centrally thereof and below said projection, 
a plurality of circulation units detachably secured to and 
in communication with the interior of said drum and sur- 








1,573,975. » 


rounding said intake pipe, each unit providing concentric 


down and up-passages communicating respectively with | 


the lower, and pocketed portions of said drum, a hollow 
baffle element disposed above said drum, said baffle having 
an intake and an outlet pipe connected with an outlet pipe 
of said drum, respectively at points adjacent and a sub- 


stantial distance therefrom, said baffle and drum relatively 


disposed to form a space therebetween, means for heating 
said units, and means surrounding said units, drum and 
baffle, for confining heat and directing the same against 
the surfaces thereof. 

* * ” 

1,574,200. Bib. Alfred B. Lewis, Philadelphia, Pa., as- 
signor, by direct and mesne assignments, to William 
Russell Stott, Philadelphia, Pa. In a bib, a head having an 
inlet port opening into a recess of greater diameter, a 
valve member arranged to fit within said recess for free 
sliding movement to open or close said inlet port, a nozzle 





threaded to said head and having a chamber of larger 
diameter than said recess located on the discharge side of 
said nozzle, the periphery of said valve member compris- 
said valve member and communicating with the outlet of 
ing a plurality of axially disposed ribs to provide paths to 
subdivide the flowing liquid into a plurality of streams, 
and means co-operating with said head for controlling the 


movement of said valve member. 
* *  * 


1,574,052. Slip-Joint Coupling. Philip Mueller, Decatur, 
Ill., assignor to Adolph Mueller, trustee, Decatur, Ill. In 


~~~ —_ __ - -__ _ _ _ _ eee eee 
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Sump — Boosters 
Swimming Pool 


Fig. 194-B — Illustrates 
standard Vertical Cen- 
trifugal Sump Pump, 
These pumps are built 
for handling drainage 
water, sewage, etc. 







7 §=©Complete Bulletin 
No. 120-A to be 


had upon request. 


Manufacturers 
agents calling on 
architécts and 
plumbing contrac- 
tors interested in 
this line should 
communicate. 


TABER PUMP CO., BUFFALO, N. Y. 








A 


PRODUCT 











Is There a Wise Man in Your Town? 


There is a man in our town and he is very 
wise. Before he bought a pipe machine he 
used his ears and eyes. He looked at many 
pipe machines, then on us made a call, and 
decided the ROGACO was the best one of 
them all! 

Write for a list of users of the ,ROGACO 
PORTABLE ELECTRIC PIPE MACHINE and 
find out if there is a wise man in your town, 
or in some town near you, then ask him what 
he thinks of the machine and if it is a profit 
maker, 

Literature and prices sent upon request. 


Manufactured by 


Robbins, Gamwell & Company 


Pittsfield, Massachusetts 
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UNION 


SHOWER CURTAINS 


——-~. 



















When your customer asks you 

about shower curtains, there's 

just one word in the answer | 
“‘UNION.* 

We make every kind of shower cur- 

tain—white canvas; plain and col- 

ored sateen; rubberized, plain or 

colored; and rubberized cretonne. 

For every style and size of bath. We manu- 

facture shower curtains to order. 

Write for our sample book. 


UNION CANVAS GOODS CO., Inc. 
1016-1018 Hamilton Street tt Philadelphia, Pa. 





























MM 
Increase Your Profits 


Handle Tillery’s Little Janitor Fur- 
nace Clocks. Simple to install 
just attach to heater. Made of 
heavy steel casing, they are the 
strongest, yet the lowest priced fur- 
nace clock on the market. 















Fully guaranteed. List price, $5.50. 


Tillery’s Little Janitor 
Clock Co. 


164 Market St. Newark, N. J. 

















DOMESTIC ENGINEERING 




















ee A we | 
i; @ZEZRE you securing 


the benefits of the 
Bath-a-Day Move- 


ment in your city? | 


Ask Us for Full Particulars 


DOMESTIC ENGINEERING 


| 
1900 PRAIRIE AVENUE CHICAGO | 
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a slip-joint coupling, an outer pipe member, an inner pipe 
member, and a ring between said pipe members having 
means on its inner and outer peripheries for positively 
engaging the opposed walls of the pipe members so as to 





s4 


1,574,052. 






prevent relative rotary movement between said pipe mem- 


bers. 
. 7 * 
1.574,477. Water Purifier. Arthur Law Grant, Plain- 
field, N. J. In the art of purifying water, that step which 


consists in the use of barium silicate to remove the hard- 


ness from the water. 
” . o 


1,574,602. Toilet Flushing Device. Frederick Albert 
Burkhard, New York, N. Y. In a toilet flushing device, a 
valve, automatic means for closing said valve, manually 
actuated means for shifting the automatic means for 
opening the valve, said automatic means including a tubular 
member connected to the rotating part of a valve so as to 
rotate therewith, and granular matter arranged in the 
tubular member adapted to flow from one end of the 
tubular member to the other as the tubular member is 


inverted. 








1,574,692. 


William Mahlon 
Canada. An electric heater, 


1,574,581. Electric Water Heater. 
Reid Kay, Windsor, Ontario, 
comprising a resistance element imbedded in a body of 
glass or porcelain, the base of said body being flanged 
with holes therein engaging with bolts, the ends of said 
element being brought out through the base of said body 
to provide connections, means for protection comprising 
a perforated sheet of copper imbedded in said body and 
protruding through said base to which is mounted a cir- 
cuit breaker, means for making a water tight connection 
between said body and said casing comprising a rubber 
washer and means for mounting said body to casing 
through holes in flanged base of said body comprising nuts 


and bolts. 





M. D. Lowe & Co., Bristol, Va., has been awarded the 


heating contract on the $150,000 Fairmount school build- 
ing in that city. 
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Classified Advertisements 


8 cents for each word including heading and address. 


insertion. 


Count seven words for keyed address. 
One inch $4.00. Cash must accompany order. Copy should reach us eight days in advance. 


Minimum $2.00 for each 





Situations Open 


WANTED IN CHICAGO 


Plumbing specialty salesman who is 
acquainted with architects and plumb- 
ing contractors, Chicago territory, to 
sell Republic oil regulated flush valves 
on salary and commission; real oppor- 
tunity for producer; give full details. 
Letter only. Address Key 570, “Do- 
mestic Engineering,” 1900 Prairie Ave., 
Chicago. 
DISTRIBUTOR WANTED—WE | HAVE 
a real opportunity in our organiza- 
tion for agencies or distributors of 
initiative, creative intelligence and 
sound selling judgment, with demon- 
strated ability to develop completely 
rounded campaigns in your own local 
territory with a complete line of Resi- 
dence Pumps and Water Systems. All 
communications in strict confidence. 
Address Key 563, “Domestic Engineer- 
ing,” 1900 Prairie Ave., Chicago. 


Wanted 


Salesman having an established 
clientele of Plumbing & Heating 
contractors. One who is looking 
for an opportunity to enlarge 
his income and field of activity 
with an article of exceptional 
merit. Can be worked part 
time at first but will outgrow 
your present connection in less 
than one year. Address Key 
550 ‘Domestic Engineering,”’ 
1900 Prairie Ave., Chicago. 


REPRESENTATIVES, SALES- 
men, calling on plumbers, jobber. 
Exclusive territory. Requires $875 cap- 
ital. Protector Co., 387 Main street, 
Springfield, Mass. 
WANTED—SANITARY POTTERY 
manufacturer is desirous of obtain- 
ing experienced manufacturers’ agents 
having an established trade and main- 





WANT 


taining offices in Louisville, Ky.; Mem- 
phis, Tenn.; Atlanta, Ga.; Jacksonville, 
Fla.; Miami, Fla.; Charleston, S. C.; St. 
Louis, Mo; Kansas City, Mo.; Denver, 


Colo.; New Orleans, La.; Dallas, Tex.; 
Boston, Mass. None but those able to 
give aggressive representation need 
apply. Give references with application. 
Address Key 571, “Domestic Engineer- 
ing,’ 1900 Prairie Ave., Chicago. 
A MANUFACTURER OF EXCEPTION- 
ally high-grade Stillson wrenches de- 
sires a commission representative in 
the Chicago territory, who is devoting 
time principally to plumbing and heat- 
ing supply jobbers and has thorough 
acquaintance and good standing with 


that trade. Address Key 555, “Domes- 
tic Engineering,” 1900 Prairie Ave., 
Chicago. 
WANTED—FOR ILLINOIS AND INDI- 
ana territories, a salesman who can 
produce. Must be able to sell heating 
as well as plumbing supplies. No order 
takers wanted. Will pay the right 


salary for a salesman. Give full parti- 
culars first letter. Address Key 574, 
“Domestic Engineering,’ 1900 Prairie 


Ave., Chicago. 


Situations “Wanted 


WANTED—POSITION AS ESTIMATOR 

for plumbing firm by man 40 years 
old, capable of laying out and super- 
vising jobs. Employed at present but 
would make a change. Address Key 
566, “Domestic Engineering,” 1900 
Prairie Ave., Chicago. 








PXPERIENCED HEATING SALES EN- 

gineer wishes selling connection with 
a prominent Boiler and Radiator Manu- 
facturer, or Good Jobber Willing to 
travel. Address Key 575, ‘“‘Domestic 
Engineering,” 1900 Prairie Ave., Chi- 
cago. 


Lines to Handle 


ATTENTION—ADDITIONAL JOBBERS'’ 

representation for eastern territory 
wanted, experienced men now’ success 
fully handling products of merit. Refer- 
ences exchanged. Address Key 573, 
“Domestic Engineering,” 110 East 42nd 
Street, New York City. 


Lines Wanved 


MANUFACTURERS REPRE- 

sentative with offices in Chicago is in 
position to take on one line of plumb- 
ing material. Can devote the entire 
time of one man to the line. While 
we do missionary work among contrac- 
tors to help our business with jobbers 
we will not consider a line that is not 
reasonably well advertised. Address 
Key 560, “Domestic Engineering,’ 1900 
Prairie Ave., Chicago. 


Manufacturers’ agent: established ac- 
counts in Maryland, D. C. and Virginia; 
desires to represent one or two more 
high grade lines. 
ested in Pipe Joint 
Sheet Packing but correspondence in- 
vited from other manufacturers. Ad- 
dress Key 576, “Domestic Engineering,” 
1900 Prairie Ave., Chicago, 


Particularly inter- 
Compound and 


MANUFACTURERS’ AGENT WITH 

large warehouse and railroad siding, 
open for proposition to cover New Yor} 
City and Long Island territory as dis 
tributors of Boilers, Radiators and 
heating supplies Address Key 572 
“Domestic Engineering” 1900 Prairie 
Ave., Chicago. 

Miscellaneous 


PATENT SENSE—VALUABLE BOOK 

(free) for inventors seeking largest 
deserved profits. Write Lacey & Lacey, 
oe 8t., Washington, D.C. Datablished 
18 


Sales manager familiar with plumbing 
and heating trade throughout the 
United States is interested in acquir- 
ing interest in plumbing supply house 
or with manufacturer of plumbing ma- 
terial, or would be glad to hear from 
any young man or men with capital 
and knowledge of the trade who 
would be interested in going into busi- 
ness for themselves. Address Key 559, 
“Domestic Engineering.” Room 604, 
Chamber of Commerce Bldg., Pitts- 
burgh, Pa. 


ESTIMATE AND CONTRACT BLANKS, 
time cards and job tickets, illustrated 
stationery, etc. Prompt delivery. Send 
for samples and prices. Address Ger- 
mantown Duplicating Co., 5839 Ger- 
mantown Ave., Philadelphia, Pa. 


PLUMBERS’ BIN LABELS 


@ 12°; 
RED. ELLS 


Send for samples and prices and free booklet: 
“How to Simplify the Work in the Plumbing Shop.” 
Haddon Bin Label Co., Haddon Heights, N. J. 

















WIPING 
CLOTHS 


Formed — Flexible—Finished 


Made in five sises for all standard joints. From 
your jobber or pont gute address in the 

coat mail or out G0. D. post card my oh 
particulars. Patented September 16th, 1924. 


GEO. E. WILLIAMS 


Sole Manafacturer 
3 E. 26th ST., MINNEAPOLIS, MINN. 
Ticking and Moleskin 


Sell us your Surplus 


PIPECOUPLINGS 


HIGHEST CASH PRICES PAID 
WRITE US 


THE A. & J. MFG. CO. 
559 W. Lake St., Chicago, Ill. 


CONTRACT SHEEBTS, BSTIMATE 
Blanks Job Tickets, Iliustrated Lat- 

ter yen etc., << a ae 

small lots, reasona rompt de fellvery. 

Somotes with delivered rices 
Fink & Sons Co., School Bid Laurel 

Springs, N. J. (Established 1 $6.) 


Pipe Machines We specialize in 
new and used 


pipe machines having in stock at all 
times all sizes from 2 inch to 12 inch. 


Think of pipe machines think of 
O’Brien, Philadelphia 


HE O’BRIEN MACHINERY CO. 
113 in Third Street aT Pa. 


Long Distance Bh esary rm Market 
Cable Address: CBRIEN. Philadelphia 





WE BUY ALL SIZES OF 


PIPE COUPLINGS 


We Pay More 4 


besides paying the freight 4 foe 
ASK US! 
CONSOLIDATED PIPE & STEEL CO. 


2712-24 S. 2nd St.— Plant No. 1— St. Louis, Mo, 





Books for Youf Trade Library 


Size of Flow and Return Steam 


Mains, Second Bdition.......... .60 
Merchandising the Plumbing Busi- 

ness. By Kari W. Zoeller...... 1.60 
Standard Practical Plumbing. By 

Wis Be BRR cc cccccescedseeece 3.50 


Notes on Heating and yoatiaston. 
By Prof. John Allen..... 2.50 
Bookkeeping and Cost “Finding for 
the Plumber. By Wesley A. 
UE koe oc cer asedecdaccencees 1.00 


PRACTICAL METHODS OF SEWAGE 

DISPOSAL. By H. N. Ogden and H. 
B. Cleveland. Covers in detail the 
problem of sewage disposal for resi- 
dences, hotels and institutions where 
connections to city sewers are not 
available. Size, 6%x9% in. 132 pages. 
Cloth Price, $1.50. 


Books Sent Pared Post Prepaid 


Domestic Engineering 
1900 Prairie Avenue, Chicago 
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Ladies of the Auxiliary 
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We have a simple and practical plan which will 


enable you to help your husbands get new business, 
make more sales and increase their profits. This 
plan has proven a success in more than 150 cities 


and towns throughout the United 


States. It concerns 


“The Story 
of the Bath”’ 


a very interesting booklet which 
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Reajeotostoctest 


. 


ooforton 


is creating a desire for more and 


better bathroom fixtures wher- 
ever it has been distributed. 











Write today for a free copy of 


“The Story of the Bath” and full 
details regarding other Bath-a- 


Day Helps and the way in which 


ersneitieeloetowtectecpeeeopeojonpeenenn tegregm toe 








they can be used to increase your ° 


o 


husband's profits. 
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USE THIS COUPON 
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[ DOMESTIC ENGINEERING 

| 1900 Prairie Avenue 
Chicago 

{ 





Gentlemen: 

I want to help my husband get more busi- 
ness Please send me a {ree copy of “The 
Story of the Bath” and tell me how it can 


be used to the best advantage. 





i cies ot on ewan en al 
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Name 





Street .. 
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The McDonnell & Miller Duplex Switch is the result of 
an insistent demand from the trade. We are pleased that this 
demand has been made upon us and are conscious of the con- 
fidence which it indicates. 


We are glad to announce that we have perfected a boiler 
control which meets all the requirements of those who demand 
oil-fired steam boiler protection through control of the oil-burner 
motor current. 


’ The McDonnell & Miller Duplex Switch performs a Duplex 
service. It is not only a Low Water Cut-off that is fool-proof 
and positive, but it is also designed for accurate pressure cut- 
out adjustment over a range of from 0 to 7 pounds, eliminating 
the use of a separate pressure switch. 

It has no stuffing boxes or packing to bind or leak, for the 
same Fulton Sylphon Bellows which allows pressure regulation 
also transmits the action of the float to the Mercury Tube 
Switch—through which all electrical contacts are made. 


It is simple in construction, convenient to regulate for 
pressure, and may be installed in a few minutes’ time. It can- 
not be misapplied, for the water line is definitely fixed by its 
design. 


See it in operation in Booth 22 at the Oil Burner Conven- 
tion at Detroit, or write for Bulletin D 2. 


McDONNELL & MILLER 
Wrigley Building Chicago 
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od Coil Excelso Indirect. From 30 to 120 
gallon capacity 


The Excelso Triple Coi 


EXCELSO Indirect (Wy 222 
Water Heater Beer | 
Meets All Requirements 


HERE is a size and style of the 
Excelso Indirect Heater for any tank 
from 30 to 800 gals. and larger. 








It successfully uses the fire that warms 
the home or building to heat a plentiful 
supply of hot water. 


It eliminates leaky, clogging fire pot 
coils and allows the fire to burn with 
full efficiency. Approved and sold by 
boiler and radiator manufacturers. 


Make profit installing the original nation- 
ally advertised Excelso Indirect Heater. 
Double Coil 


For steam and capor heating Any Jobber Can Supply The Excelso Indirect connects (o outside 
plants where capacities run of — or — —~ boiler. In- 
from 160 to 400 gals. - - 7 stallation easily made using present 
ae te | eaten EXCELSO SPECIALTY WORKS, Inc. pipes and fittings. i 
57 CLYDE AVENUE 33 $3 BUFFALO, N. Y. 
210 BE. 45th St. 32 Oliver 5939 Haverford Ave. 
New York, N. Y. Boston, Mass. Philadelphia, Pa. 


NATIONALLY DISTRIBUTED BY LEADING JOBBERS AND BOILER AND RADIATOR MANUFACTURERS 

















